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REMARKS PREFATORY TO THE SECOND 
EDITION. 



I 



THE demand for a second edition of this work, within two 
years from the publication of the first, may well be a 
matter both of surprise and gratification to the author. The 
call for an English edition, {from Smith, Elder & Co., prominent 
medical publishers of London) maybe accepted in proof that 
the interest in the alleged advances in urethral science, con- 
tained in this volume, has not been confined to this side of the 
Atlantic. From the fact that the views and teachings of this 
book, at the time of their first publication, were, in the main, 
opposed to the prevailing practice in cases of urethral stricture, 
and that, for several years before its publication, the claims 
of its author had been vigorously contested, in public personal 
discussion, and in the current medical journals, any expecta- 
tion that it would meet with prompt or unqualified acceptance 
at the hands of the reviewers would have been unreasonable. 
The great questions in regard to normal urethral calibre; 
the definite proportionate relation between the circumfer- 
ence of the urethra and the organ in which it is situated ; 
the importance of recognizing the possibility of stricture of a 
calibre above the then usually accepted normal standard size 
of the urethra ; the common dependence of gleet, and often 
of troublesome reflex irritations, upon such strictures; the 
greater frequency of stricture in the anterior part of the 
Canal ; the possibility of a radical cure of stricture by dilating 
Urethrotomy ; the great advantages of such operation over the 
dihuittg procedures, both in regard to safety, comfort, time, 
and permanence of results; these question? were not only 
unsettled, but were in the midst of sharp discussion when this 
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book first went to press. What was needed, for the settlement 
of these important issues, was not the criticism, favorable or 
otherwise, of the conventional medical critic ; a large, careful, 
practical experience on each and every point, by capable and 
honest men, could alone give confidence, to the profession at 
large, in any decision as to the merits or demerits of the work. 
It has been most grateful to the author to recognize the fair- 
ness and friendliness of such notices as have appeared in the 
New York Medical Record^ the London Medical Times ajid 
GazettCy and other excellent journals, which claimed that the 
positions in the work were well and fairly taken, and demanded, 
from every surgeon, the most careful and studious considera- 
tion. And yet the author has looked to individuals, to the 
leading specialists in genito-urinary matters, rather than to 
journalistic utterances, for permanent support to his views. 
He has felt confident that a fair, practical trial of them must 
result sooner or later in their acceptance, and ultimately in 
their acknowledgment, directly and frankly, or impliedly and 
negatively, to the profession at large. He has fully realized 
that, however favorable may have been the impressions pro- 
duced by the published results of his experience, and that of 
the generous and able surgeons whose records have been in- 
corporated with his own, yet a very considerable^ time would 
be necessary before the pronounced opinion of experts, based 
upon a personal experience, could be given. 

When it is remembered that, before the publication of the 
author's views, a common standard for the size of the urethra 
was universally accepted and made a basis for operative pro- 
cedures; that dilatation, divulsion, and division of strictures, 
without knowledge of the size, extent, or even of their pre- 
cise locality, was the conventional and approved treatment ; 
that all instruments required for the treatment of strictures 
which did not cause retention of urine, consisted of bougies 
and sounds of various sizes, which in every case were required 
to traverse the entire length of the urethra, regardless of the 
locality of the stricture ; and that strictures above eight or 
nine of the English scale, or twenty-one of the French, 
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were not considered of any importance, and even the possi- " 
bility of their existence authoritatively denied ; and when it 
is also remembered that the new views required careful study 
into the normal calibre of the urethra, the exad locality and 
degree of stricture in every case, and that especial and ex- 
pensive instruments for pursuing this mode of investigation 
were absolutely indispensable ; when all these things are 
taken into account, it is certainly not to be wondered at that 
the older surgeons and experts, skilled in the then established 
plans of treatment, and ranking as authorities in such mat 
ters, should decline to yield ///«> views and practice without 
a struggle. Nor need it be a matter tor surprise that when 
finally driven into an acknowledgment of the validity of the 
author's positions, some should accept them without credit 
to the author; others, while admitting that important errors 
in the old procedures, had been demonstrated, and urethral 
science advanced in various ways, yet would claim that the 
author was an extremist ; while they, being of more conserva- 
tive tendencies, would commend their own views of "the 
author's valuable views," as safest of acceptance. 

But two treatises devoting especial attention to the subject 
of urethral science have been issued by the medical press 
of this country subsequent to the publication of the first edi. 
tion of this work. The first of these is a fourth edition of 
the well-known work, "Bumstead on Venereal Diseases," 
greatly enlarged and brought up to November, 1879, by its 
editors, the late distinguished Prof. Freeman J. Bumstead 
and Prof. R. W. Taylor. 

From the fact that Prof. Bumstead, an author long and 
widely distinguished for his ability, teaming, and integrity, is 

' known to have had an exceptionally large experience in the 
management of urethral stricture, and that lie has treated 
vcrj' fully on this subject in the three previous editions of his 
work, it may be claimed that his position, in the fourth and 

\ latest edition, in regard to the great points of departure from 
the old' school of urethral science will be of signal value to 
the profession. 
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The following extracts from this volume show, not only 
that the departures referred to had been earnestly considered 
by Prof. Bumstead, but that he has practically admitted, and 
confirmed, the most important claims embodied in the present 
work. 

1st. As to the proportionate relation claimed to exist between 
the size of tlie urethra and the organ in which it is located. Dr. 
Bumstead says, page 289, in speaking of the constancy of this 
relationship, that it " seems to have been received, generally, 
as at least approximately correct^ and hence of considerable 
valued And also, pages 300 and 301, "at the time of the 
operation, the size of the meatus should be carefully exam- 
ined, and if necessary be enlarged (by a method presently 
to be described) to a size corresponding to the supposed calibre 
of the urethra estimated by Otis's rule, already given."* 

2d. In regard to the urethrometer^ Prof. Bumstead says: 
" Since the meatus is usually the smallest part of the urethra, 
and varies very much in its calibre, it may not allow the intro- 
duction of any instruments thus far mentioned of sufficient 
size to thoroughly explore the canal, and especially to detect 

♦ Prof. Stephen Smith, in his volume on Operative Surgery, published by Hough- 
ton, Osgood & Co., Boston. 1879, has incorporated my own statement of this matter 
into the text of his work on page 529, thus : ** The circumference of the flaccid 
penis generally bears a certain relation to the capacity of the urethral canal ; by 
taking the measurement of the former the latter can be very closely approximated 
before instruments are introduced." Mr. Berkeley Hill, of London, in the 
first of his course of lectures on Stricture of the Urethra, published in the British 
Medical Journal^ November 15, 1879, ^ys • ** I am convinced that the ov\y exact 
mode of learning the size of a given urethra consists in measuring it with the 
urcthrometer. * ♦ * As an useful aid in this investigation. Dr. Otis points 
out that the external circumference of the flaccid penis is a tolerably accurate in- 
dicator of the distensile capacity of the urethra." Mr. W. F. Teevan, in the first 
of his Lettsonian lectures, recently delivered at the Medical Society of London, 
January, i88o,t says : 

'• When Dr. Otis was over here, he satisfied me, by actual examination, of the 
general accuracy of his measurements, and of the existence of a close relationship 
between the circumference of the penis and the calibre of the tube it contains. 
He also convinced me that we had been very illogical in regarding all men as 
possessing the same." 

t London LaMoi, Jzn. 24, 1880. 



REMARKS PREFATORV TO THE SECOND EDITION. 



vil 



slight contractions. An instrument which could be inserted 
through a narrow meatus and then be dilated within the 
urethra, with an index at its distant extremity showing the 
amount of its dilatation, was therefore a desideratum. This 
want hns been supplied by tlt£ ingeniously contrived urethrome- 
ier of Prof. Otis." * 

Again, Prof. B. writes, page 85, in regard to strietures of 
large calibre : " Dr. Otis has done great service by calling at- 
tention to the influence, both immediate and reflex, of stric- 
tures of large calibre, which had generally been ignored, and 
his urethromctcr to determine the size of the urethra and 
the presence of coarctations, is a great advance in our means 
of diagnosis." 

Again, same page, he says : " While believing with Dr. Otis 
that every undoubted stricture of the urethra should be removed, 
and that without its removal no case of gleet can be permanently 
cured,\ I have yet seen quite a number of cases in which, after 
the most thorough operation for the stricture, and when no 
traces of the same remained, the discharge still continued for 
months and even years, I cannot therefore agree with him 
that always 'chronic urethral discharge means stricture,' nor 
that the removal of all strictures invariably cures gleet." 
The removal of the stricture is, in all cases, required, but may 
not be sufficient to stop ihc discharge.^ 

In speaking of my dilating urethrotome, he terms it, page 
85, " the very best devised for division of strictures of lai^e 
calibre." And in regard to the great question of the possi- 
bihty of the radic.1I cure of stricture, he says at page 303 : 
" It is, however, asserted by Otis and others, that the thorough 
division of strictures by internal urethrotomy effects a perma- 
nent cure, and that the canal will ever remain free, after the 
operation, even if nothing has been done meanwhile." Dr, 
Bumstead then remarks: "/ have met with a number of 

• Bumitead and T»ylor. 4th cd.. p. 998. t Ilnlics my own, 

X I hKve siRlcd it «5 my opinion thni "gleet it always due to itriclurc," yet I 

do not mean lo be undetslood as claiming that divi^n of tlriclure always curt* 

gleet, {^ this book, page 317, >~, N. O.) 
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cases which would seem to confirm this view, but a sufficient time 
has not elapsed in my own cases or in those pubh'shed by 
others to warrant any one in expressing a decided opinion." * 

In regard to the best point at which to divide a stricture, 
Dr. Bumstead says, p. 305 : " Since there are no arguments, 
as far as I am aware, in favor of a downward section, I believe 
the above considerations should prevail and ,lead us to maie 
tlie section upward in the media ft line, in all urethrotomies pos- 
terior to the meatus and fosses ''\ 

Again, in regard to division of anterior strictures he says, 
page 299 : ** Strictures within three inches of the external 
orifice, especially those at the meatus, are so unyieldingy and 
re contract so readily, titat the incision becomes desirable.'* 

In discussing the question of urethral calibre, on page 289 
(Bumstead and Taylor, 4th edition), an error has been made 
which puts the author of this work in a false position on an 
important point, and as this error is one which seems to have 
found considerable circulation, he desires to call the especial 
attention of the profession to its correction in this place. The 
question of urethral calibre is thus opened : " Is a normal, 
healthy urethra always uniform in its calibre in its spongy 
portion, and must every irregularity which can be detected 
by the urethrometer, be regarded as an evidence of disease, 
or are contractions in this portion of the canal, to some extent 
independent of disease, and consistent with health, or, in a 
word, normal? My own opinion,'* says Dr. Bumstead, " is most 
decidedly in favor of the latter view ; *' and further he says, 
" those who maintain to the contrary are logically forced to 
admit that every obstruction that can be detected by the 
urethrometer, even in the absence of present inconvenience, 
requires internal tirethrotomy for fear of some cirntual ill 
effect*' X The author would like here to state that he is not 

* At pages 19 and 20, of these prefatory remarks, it will be seen thut two cases 
are cited where over eight years have elapsed between the date of operation 
and the re-examination, and the patient then proven to be absolutely free from 
stricture. 

f See note foot of page 235. 

X All italics my own. — F. N. O. \ 
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aware of ever having claimed that strictures which do not give 
e to any inconvenienct should be subjected to treatment by 
internal urethrotomy or othenvise. He has heretofore claimed, 
and does now as positively claim, that localised points of con- 
traction in the spongy portion of the urethra are abnormal ; that 

' by Just so much as the urethra is contracted at any given 
point, it varies from the mechanical and physiological perfec- 
1 which nature intended, whether the contraction be one 
millimeter or ten ; whether the cause be an aberration in de- 

I velopment; an inilammation, idiopathic, specific, or traumatic; 
but because he thus claims that localized points of contrac- 

I tion, often " to some extent, independent of disease and con- 
sistent with health " arc abnormal, must he be logically forced 
to claim also that all, shall be subjected to the operation of 
internal urethrotomy ? Most assuredly not. A man may have 
a varicocele " to some extent independent of disease and con- 
sistent with health," Shall we then say that this condition is 
normal? In claiming this condition to be abnormal, must we . 
logically commit ourselves to advising, nay, insisting upon 
operation in every case of varicocele? Exactly the same rule 
that has governed the author {in accordance with all conser- 
vative authority) in regard to operation for varicocele, has 
governed him in regard to stricture, viz., as long as the condi- 
tion occasioned no trouble, to let it alone, as far as any operative 
procedure is concerned; but when it becomes troublesome, 
suflRcienlly so to warrant the risks of the operation (and they 
arc infinitely less in anterior stricture than in varicocele), 
then operation may be judiciously advised and performed. 
In advising that a varicocele should be let alone when it 
gives no trouble, must we logically claim that becau.'%e it is 
not a present source of irritation, it is a normal condition of 

I the parts? 

In pursuance of the same error {which is, inferentially, that 

, the author has practised or advised operation when no opera- 
tion was required). Dr. Bumstead (at page 309), after discuss- 
ing the most serious accidents which ever follow an internal 
urethrotomy, says: " In view of the above considerations, the 
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surgeon may well avoid internal urethrotomy unless decidedly 
called for, and when other means are unavailable." In other 
words, he would not advise operation unless he considered it 
advisable ; for, in concluding the matter, and to bring it to 
a plain and practical rule of procedure, he further says: 
" Knowing what I do of the operation, if I had a marked and 
annoying stricture in the anterior portion of the urethra, or if 
I had an obstinate gleet which no other means would relieve, 
or if I were the subject of one of those tormenting neuralgias 
dependent upon stricture, that we read of* I WOULD HAVE 

MY STRICTURE CUT." 

" But, if I had only a ' stricture of large calibre,' presenting 
no obstruction to the urine, and occasioning no inconvenience, 
no argument drawn from possible ills in the future could per- 
suade me to be subjected to the knife." 

This makes the case so plain that the most stupid of sur- 
geons or of patients cannot fail to understand it. If there is, 
no obstruction, no inconvenience ^ do not operate — do not sub- 
mit to operation. The author fully concurs in this view, and 
will take this opportunity to assert, that he, for one, has never 
operated on a case where there was no obstruction and no incon- 
veniencCf nor has he ever advised it. " No arguments drawn 
from possible ills in the future " have ever determined him 
to operate, or to advise operation, unless the presenting trouble 
was sufficient to demand it. In every case of over seven hun- 
dred, which he has operated on, and accounts of which he has 
published, there has been present, one at least, and not un- 
frequently all the conditions in regard to which Dr. Bumstead, 
after most mature and deliberate consideration of the matter 
says, " / would have my stricture cut'^ 

The strongest statement which the author can recall, which 

* The form of expression ** that we read of ** used by Dr. B. in italics, intimates 
that he has not personally recognized such cases. M. Civiale's views on this 
point, cited at page 304 of this book, corresponding with a large experience of my 
own, are still further strengthened by Dr. Keyes in his work on venereal diseases, 
p. 298-9, where he says of strictures of large calibre, ** These strictures may give 
rise to spasmodic and irritable troubles in the deep urethra, and of the most varied 
nervous functional troubles in different parts of the body.'* — F. N. O. 
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he has ever made, which would give color to the impression 
that he had operated, or advised operation, on account of 
arguments drawn from possible ills in the future, will be 
found on page 102 of this work, thus: " Absolute division of 
all bands which in the least contract the canal is necessary /or 
complete immunity from after trouble." This advice is dis- 
tinctly given in cases where operations were made for present 
good cause, such as persistent gleet, etc., etc. 

Even Dr. Bumstead himself went further than this, where, 
in this latest edition of his work,* he says, "believing with 
Dr. Otis that every undoubted stricture of the urethra should 
be rcmoied, and that without its removal no case of gleet can be 
permanently cured" etc., etc. 

In the concluding chapter of this work two points bearing 
on this matter, having perhaps a tendency to mislead as to 
the author's claims, have been altered in the present edition. 
Thus, instead of saying that (Point 5, page 321) "the slight- 
est stricture becomes worthy of consideration," the text !s 
changed so as to read "the slightest stricture may become 
worthy of consideration." And on page 322 (Point 10), instead 
of saying " that stricture is, strictly speaking, an inflammatory 
product," it is altered to read "that stricture, as a rule, is an 
inflammatory product." 

This is, as will be seen, admitting that contractions of the 
urethra may occur as a result of faulty development, what 

I Dr. Bumstead has called normal contractions, or what Dr. 
Keyes has designated as "a physiological condition carried 
xcess." t The only difference between strictures or con- 
tractions of this sort and those resulting from inflammatory 

' causes being, that they lack the cicatricial element, and hence 
would fail of recognition by any microscopic investigation. 
When sufficient in degree to cause trouble, the treatment, as 
has been previously st*ted, need not differ from that deemed 
appropriate for strictures arising in any other way. 

The second work referred to as having been published since 
• Eumsleoil and Tayloi, page 85. 
f Keyts on Venereal Diseases. Wm. Wood & Co.. tSBo, p. 278. 




XU REMARKS PREFATORY TO THE SECOND EDITION. 

the first issue of this book, is by Prof. Edvvd. S. Keyes, a gen- 
eral treatise on venereal diseases ; published by Wm. Wood 
& Co., 1880, in their subscription series of "Standard Medical 
Authors." 

Dr. Keyes, in his two pages of preface, one of which is 
devoted to what he terms the ** new school of urethral pathol- 
ogy," opens upon this school thus : " Finally, I have raised 
my voice, for what it may be worth, in protest against the 
views of the new school in urethral pathology, which seems 
to claim that every natural undulation, in the tissues of the 
pendulous urethra, is a stricture fit for cutting, and that all 
the ills of the genito-urinary passages may be accounted for 
by the existence of these undulations, and usually made to 
disappear when the latter are cut." He then goes on to re- 
mark : ** To the honest labor and mechanical genius of the 
leader of this school I tender my respect. The profession is 
indebted to him for some capital instruments, and for a 
broader understanding of the tolerance and capacity of the 
urethra than it has yet possessed." 

Now, as Dr. Keyes has thus apparently credited the author 
of the present volume with the leadership of the "new school 
in urethral pathology," he may perhaps be permitted to re- 
spond, that Dr. Keyes is quite in error as to the characteristics 
of this school above designated, as illustrated by its teach- 
ings and practice. What has already been said in reply to the 
misapprehensions of Prof. Bumstead in this matter, will an- 
swer equally for the misstatements of Dr. Keyes. * 

Dr. Keyes's voice would be worth more if it was confined 
to its legitimate compass. No author has a right to claim a 
settlement of important practical points, on his own bare as- 
sertion ; to contradict the results of a large and carefully tabu- 
lated experience by the citation of one or two cases. Dr. 
Keyes has been under eminently Conservative influences 
during his professional career, and it is not strange that he 
should be slow to accept innovations. It is evident that 
he has not been equally slow to pronounce upon them, ap- 

♦ Page viii, <•/. sfq. 
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parently forgetting that arguments and assertions, however 
profuse, which are not directly supported by well authcn- 
• ticated cases, cannot stand before the inexorable logic of 
proven mechanical propositions; proven by the published 
experience of a number of men especially prominent as 
authorities in gcnilo-urinary diseases, whose record for integ- 
rity and professional ability has not been impeached. Dr. 
Keyes begins by denying (at page 297 of his work) the truth 
and value of the proportionate relation between the size of 
the penis and the circumference of the urethra. He omits to 
state that this relation is admitted by such authorities as 
Mr. Berkeley Hill and Mr. W. F. Teevan of London, the late 
Prof, Bumstead of New York, Dr. Geu. A. Peters, Surgeon to 
New York and St. Luke's Hospitals, the late Prof. Brown of 
Baltimore, Prof, Pease of the Syracuse University, Dr. Mastin 
of Mobile, Prof. Sam'l D. Gross of Philadelphia, Prof. Geo. 
K. Smith of the Long Island College Hospital, and many 
others in this country. And then, like a man attempting to 
prove the fallacy and worthiessness of the science of naviga- 
tion, first having thrown the compass overboard, he pro- 
ceeds to show how little there is in the science of naviga- 
tion. Dr. Keyes selects a case (page 297) to test the 
value of the views of the new school of urethral pathology. 
Under the direction and solicitation of the patient, for the 
Jack of a better guide, he cuts him. and cuts him, until, as he 
states, "the poor fellow put his index finger into the urethra;" 
then, having no other guide or compass (having previously 
thrown the only available one overboard), he declined cutting 
any farther. After this he candidly remarks, "the patient 
shortly disappeared from view, doubtless to seek other ad- 
i vice." This case Dr. Keyes adduces in proof of the worth- 
' lessness of the views of " the new school of urethral pa- 
I tholt^y." Dr. Keyes, notwithstanding his opposition to 
the new school, adopts its claims in regard to many important 
points, especially in treating of that class of cases which may 
be said to have opened this school, and to which the 
author first drew the attention of the profession in 1870 
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(see page 20 of this volume), and which he was the first 
to designate as "strictures of large calibre," in 1871 (see 
page 28 of this volume). Dr. Keyes devotes an entire 
chapter to this class of cases, without suggesting, however, 
that the " new school of urethral pathology " had ever been 
in any way identified with them. Then he says (page 295), 
"strictures of large calibre may be encountered anywhere 
from the meatus to the apex of the prostate." Again, at 
page 298 : " Stricture of large calibre of the anterior urethra 
does exist when an exploring instrument, passed gently 
through a physiologically contracted area, draws blood (on 
account of an erosion or granular condition of the mucous 
membrane at this point), or when the physiological condition 
is carried to excess, as, for instance, when thaTTeatus is con- 
tracted to the size of a knitting-needle." * ^ 

Again, in regard to symptoms of " stricture of large calibre,** 
Dr. Keyes writes, page 299 : " These strictures may give rise 
to spasmodic and irritable troubles in the deep urethra, symp- 
toms of cystitis and of the most varied functional troubles 
in different parts of the body." 

Again (page 299) he says : " The most common symptom 
of stricture of large calibre is a gleet, more or less persistent'* 
(see page 20 of this volume.) Dr. Keyes occupies 
some space (page 298) in giving his opinion as 
to when a stricture is of sufficient importance 
for a surgeon to interfere, and answers in accord- 
ance with the views of Dr. Bumstead, and also 
of the "new school in urethral pathology" al- 
ready given, viz., " never until the occurrence of 
symptoms calls for interference." 

In regard to diagnosis he says (page 299) : " The 
clinical diagnosis oi^ stricture of large calibre* is 
easy and satisfactory. A bulbous bougie (Fig. 
Fig. 30. 30, t preferably of metal, as large as the meatus 

♦ This last has not been claimed by the new school as among strictures of 
large calibre. — F. N. O. 

t See pages 2 and 23 this volume. 
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[■ will take, may be warmed and anointed with vaseline, and 
L gently passed through the uretlira. When it comes to a tight 
spot the surgeon can feel it as well as the patient" (see page 
I, this volume). This method of procedure will doubtless 
! be accepted by the new school in urethral pathology without 
I debate. He then goes on to say, "If, in attempting this ex- 
j ploration, congenital or pathological narrowing of the orifice 
of the urethra exist, the canal may still be explored without 
cutting the meatus, by the use of the very ingenious expanding 
, urethrometer devised by Dr. Otis, (see this volume, pages 299 
I and 300). Now, in regard to treatment, Dr. Keyes says, 
L page 301 : " Strictures far forward must be cut to be cured. 
* This is most conveniently done with the straight 
■ and blunt bistoury. * * * Dr. Otis advises the operator 
to place the index finger of his left hand along the intcgu- 
I ment, beneath the urethra, so that the stricture band may be 
I felt between the finger and the knife. In this position he 
I cuts directly upon the finger until he can feci the point of the 
I knife against the soft tissues, and appreciate the absence of 
' the band between the finger and the knife. This is an excel- 
lent method, better in many cases than any other." 

Again, in regard to treatment of decp<;r strictures, he says, 

I page 303, " The treatment most appropriate for all other or- 

1 ganic strictures is by dilatation at first. SItouUi this fail, otfter 

J means are at hand" * These other means he describes on page 

1 .305, thus : " If then internal urethrotomy has become neces- 

1 sary in the treatment of a stricture of lai^e calibre, in the 

pendulous urethra, which of the numerous instruments for 

performing the operation shall be used, and to what limit in 

size shall the urethra be cut ? " Ho answers thus : " 1 have 

I tried nearly all the improved modern urethrotomes, and have 

\ found Hone so good as the dilating urethrotome of Dr. Otis, 

I for dealing with such strictures as are to be cut in the fen- 

\dulous urethra." \ Then, at page 307, he says: "After 

I the cutting has been accomplished, it is well to pass a 

\ bulbous sound over the cut region to decide whether the 

• llttlics my own. -F. N. O. 1 1""''" m own.— F. N. O. 
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cutting has been efficient, and has thoroughly relieved 
the constriction. (This certainly will not be disputed by 
the new school.) If this is found not to be the case, the 
urethrotome Should not be re-introduced. * * * The 
way (he further says) to avoid a second cut is to make the 
first one deliberately, to locate it accurately, and to make it 
deep enough. * * * The after-treatment consists of 
the use of the conical steel sound at appropriate intervals." 
(See pages loi and 105, this volume.) It will thus be seen that 
notwithstanding Dr. Keyes, in his preface, has raised his voice, 
for what it was worth, against " the new school in urethral 
pathology,*' he is constrained to adopt, as his own, some of the 
most important points which distinguish this so-called school. 
The good taste in such appropriation, without credit, and while 
assuming the position of an adversary, may be questioned. 

I fully accept the distinction made by Dr. Keyes (page 
297) between the so-called physiological and the inodular 
stricture, and that the former is much less likely to be a 
cause of trouble ; but, when it is " carried to excess " (as 
Dr. K. puts it in the case of a meatus congenitally no larger 
than a pin hole), then it may give rise to as much trouble as 
any inodular stricture. The simple fact that the division of 
such a stricture leaves no traces of its existence which can be 
recognized by microscopic examination, does not prove that 
it never existed ; it simply proves that the material constitut- 
ing the contraction was homogeneous with the structures of 
the part ; was, as he says, a physiological contraction, and not 
the result of a cicatricial deposit. The fact that such con- 
tractions occur at various points in the urethra is well recog- 
nized. This the author believes he was the first to bring 
to absolute demonstration, in a case quoted by Dr. Keyes, 
on page 297 of his work, and upon which Dr. K. relies mainly 
to prove that physiological contractions do not constitute 
stricture. In this case, a number of contractions were amply 
verified, by the author of the present work and others, on 
repeated occasions, before operation, by means of bulbous 
sounds. After division by the dilating urethrotome they 
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could no longer be felt, or their sites in any way recog- 
nized. This operation, as Dr. Kcyes states, was compHcated 
by the external perinea! section in a man the subject of pro- 
found disease of the bladder and kidneys. Death occurred 
from pyelo-nephritis on the sixteenth day. ' Microscopic ex- 
amination of the urethra showed a dense cicatricial knot 
at the site of the perineal stricture, but no trace of any stric- 
ture in the anterior portion of the canal. The parts were sub- 
jected to a further examination with the microscope by Dr. 
Francis Deiafield {Prof, of Path. Anat. Coil. Phys. and* Sur- 
geons), who failed to find any trace of cicatricial tissue at 
the points in the anterior portion of the canal, where stric- 
tures were proven to exist before the operation. The effort 
to make a difference between a stricture and a contraction 
(physiological or otherwise) must fail, until our language is 
reconstructed. Anything which constricts produces stric- 
I ture. There are, as is well known, various causes of stricture, 
and some, under circumstances which must determine, to a 
certain degree, the amount and character of the trouble to 
which they will ultimately give rise. It is this trouble which 
calls for operative measures, without regard to the fact of 
whether the stricture is of inflammatory origin — idiopathic, 
specific, or traumatic — or whether it is the " physiological con- 
I dition carried to excess," 

One count which Dr. Keyes makes against tjie new school, 

I etc., in his preface, is, that "its claims seem to leave out of 

I view, that the disease for which the patient seeks relief, is only 

a symptom, and that such symptom may be due to a variety 

\ of causes." The answer is, that the disease which is taken 

I into account, is the stricture, and that the stricture is not a 

I symptom but a mechanical obstruction. The symptom, gleet, 

leads to examination for the stricture, which, when found 

(according to the new school in urethral pathology), is treated 

preferably by division, if in the pendulous urethra; by dilata- 

, tion, if division is contraindicated. The contra-indication 

being when the stricture is not a close one, and is in the 

deep urethra, or when the patient will not consent to any 
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cutting operation, after being informed that it is the quickest, 
and surest, and an equally safe way of getting rid of the 
stricture, and the only one holding out the chance of radical 
cure. If, after this, the patient chooses dilatation, he can have 
it, and, if he continues of the same mind, stick to it as long as 
he lives. This differs from the old plan, inasmuch as it pto^ 
poses immediate and permanent relief, and before the patient 
is worn out in mind, body, and estate by a long course of 
dilatation. 

Dr.* K. says also, in the same connection, that " a serious 
criticism upon the methods of the new school is that it does not 
generally, in its lists of published cases, give any prominence 
to those cases which have been cut without relief of the symp- 
toms complained of." All the cases published by the author up 
to the issuing of the first edition of this work, as well as in this 
edition, were taken seriatim^ as they occurred in his practice. 
One hundred will be found tabulated at page io6 et seq.^ and 
one hundred and thirty-six more at page 323 et sequitur^ and 
an abstract of the same on page 317. The results — good, 
bad, and indifferent — will be found distinctly stated opposite 
each number. In return, it would be fair to ask where Dr. 
Keyes has reported his successful cases, by the new methods, 
and where some of the tabulated unsuccessful cases treated 
by the old plans may be reached. 

" In short " |Bays Dr. Keyes, in the conclusion of his pre- 
face), " the pathology and treatment of the new school are 
narrow, and tend to encourage routine practice in the young, 
to the detriment of a careful study in each case." 

The breadth of the practice of the old school, before the 
appearance of the new, was equivalent to the breadth of the 
bougie ; if the young practitioner could pass it skilfully, he 
was accepted as an expert in the treatment of stricture. The 
new school broke through that routine, and made the study 
of urethral science necessary — " hinc ilia laehryjncB^ 

As has been previously remarked, it cannot be expected 
of experts, learned in the views and traditions, and skilled in 
the procedures of the past, that they should yield their posi- 
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tions as authorities in such matters without a struggle. It 
may, however, be claimed, that on the whole, the advances 
made by Dr. Keyes, in the new departure, are not inconsid- 
erable, and it may also be reasonably expected, as it is sin- 
cerely to be hoped, that at no distant day he will be enabled 
to lift up his voice wholly and unmistakably in behalf of " t//^ 
MtTi' school in urethral pathology" 

One of the most important points claimed as a result of 
the operation upon urethral strictures by dilating urethro- 
tomy, is the radical cure of stricture. (See Point 9, of con- 
cluding chapter, page J22.) In regard to this, on page 309 : 
sixty-seven cases are reported, where re-exam inattons had 
been made, from one month to six years and six months 
after the complete division of strictures, and had demon- 
strated complete absence of recontraction at any point. Also, 
at page 262, twenty cases re-examined by Prof. Pease, from 
six months to two years after complete division of strictures, 
were shown to be free from any evidence of recontraction. 
Dr. Bumstead's testimony, already given (page viii), in favor of 
radical, permanent, cure of stricture, after the operation of dilat- 
ing urethrotomy, yet claims that time sufficient has not elapsed 
to enable any one to speak with absolute certainty on this point. 

In answer to this it may be stated that within the present 
month (May, 1880). the author has examined two cases, oper- 
ated on OVER EIGHT VEARS SINCE, and found complete ab- 
sence of stricture in each case. The first case was the one for 
the division of whose strictures, especially, the dilating urethro- 
tome was constructed, and in whom a single stricture at one 
and a half inches from the urethral orifice was divided, Jan. 
I2th, 1872, Three subsequent operations were performed on 
deeper strictures in this case, The last was on March 4th, 
1872, The cut surfaces were kept asunder by the occasional 
passage of a sound, until March nth, 1872, and no further 
treatment resorted to. Re-e.\amination of the patient (Mr. 
A.), seven months after, showed the urethra free from every 
trace o( stricture. An account of t'lis case (first published 
Feb., 1873), will be found on page 43 of this volume. 

Mr. A.'s case was again examined, by a committee of sur- 
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geons, Dec, 1873 (see page 48), and at this date not a trace 
of stricture could yet be detected with No. 30, metallic bul- 
bous sound. 

The final examination in this case was made by the author, 

May 4th, 1880, EIGHT YEARS AND TWO MONTHS from the 

date of the last operation. This examination was made with 
the urethrometer, which was introduced closed, to the bulbo- 
mcmbranous junction, and there expanded to 32F. At 
this size it came easily through the entire anterior portion 
of the canal, without pain, and without giving evidence of the 
slightest obstruction or lack of suppleness at any point. 

The second case (case iii., this vol., page 47), J. C, oper- 
ated on Jan., 1872, and again for deeper strictures in March 
and May of the same year. Re-examination by the author, 
Jan. 30, 1873, and found free from stricture. Again exam- 
ined by a committee of surgeons in Dec, 1873 (page 48), with 
bulbous sounds 30F., and 31F., and yet no recontraction re- 
cognized at any point. Finally re-examined. May 4th, 1880, 
with the urethrometer dilated to 32F., demonstrating com- 
plete absence of stricture at any point, and this OVER EIGHT 
YEARS FROM THE DATE OF OPERATION. In view of the per- 
manence of results in the two cases above cited — over eight 
years — and without the slightest evidence of any disposition 
to recontraction at the end of this long period, it may be now 
reasonably claimed that the possibility of the radical cure of 
stricture, through complete division, and subsequent treat- 
ment in accordance with the views and procedures set forth 
in this volume, has, at lasty been absolutely demonstrated. 

In addition to the above-mentioned cases, which have been 
subjected to a re-examination during the present month, is 
one operated on March 6th, 1875 (No. 15 of the second 
scries of tabulated cases, page 327), for four strictures de- 
fined by 24F. bulb in a urethra of 36 mm. The urethrometer 
introduced closed to the bulbo-membranous junction was ex- 
panded to 36F. and withdrawn without the slightest pain or 
holding, or lack of suppleness at any point. The fact that 
these strictures occurred in a surgeon of some prominence in 
this city, and one quite ready to testify on all proper occa- 
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sions to the completeness of his recovery, lends a special 
interest to this case. In addition to the foregoing the author 
has made, since the publication of the first edition of this 
work, twenty other re-examinations at dates varying from 
two months to six years after operation, and has found only 
three cases, in this number, where recontraction had tal<en 
place. He has also to add ninety-seven cases to the hst of 
635 operations, published at page 279 of this volume, five of 
which, first named, were combined A\ilh external perineal 
urethrotomy, " without a death or permanent disability of 
any sort." 

As the result of this large personal experience in dilating 
urethrotomy the author desires to claim that complete 
division of stricture and after-treatment strictly in accord- 
ance with the plans proposed by him results in radical (lire 
as a rule. Undoubtedly, exceptions may and will occur. 
When occurring they will probably be due either to incom- 
plete division, faulty after-treatment, or, perhaps, in some 
cases most rare, when the tendency to production of inodular 
tissue is excessive. In some cases of recontraction after 
thorough operation, it is quite probable that the cicatricial 
material pervades the tissues to such a depth that makes 
complete division impossible. 

A notable case of failure by dilating urethrotomy was cited 
in the previous edition of this work (pages 283-4), operated 
I on for numerous close strictures, the deepest at 6J inches, 
by Prof. R. W. Pease, of Syracuse, first with the instrument 
I of M. Maisonneuve and then with the dilating urethrotome. 
Recontraction took place within a few months, and a second 
I and similar operation was done in St. Luke's Hospital by Prof. 
Thos. T. Sabine. Epididymitis followed and prevented sub- 
sequent use of instruments to maintain the patency of the 
I canal. In a few weeks the stricture had recontracted to a 
I filiform size, A third operation was done by the author, 
I making the urethra clear to 36 F. In closing the account of 
this case on page 284 of this vol.. it is stated that, after a 
* severe hemorrhage from the locality of the deep stricture, near 
r the neck of the bladder, " the patient did perfectly well, and 
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when re-examined by me (in St. Luke's Hospital) about a 
month after presented no trace of stricture." 

It was subsequently stated to the author by Dr. Sabine 
that the strictures in this case had again recontracted. 
That on examination two months subsequent to the opera- 
tion, a stricture at 4^ inches was found to have recon- 
tracted to below 24F.* This would then present an example 
of stricture recurring repeatedly, and apparently after the 
most thorough division by men of experience in the best 
modes of operating. Such cases, however explained, must 
be accepted as standing in most gratifying contrast with the 
great majority of cases properly subjected to the operation 
of dilating urethrotomy, f Even if recontraction did occur 
in this case, and should occur in other and similar cases, 
it shows, not that the operation of dilating urethrotomy is 
a failure, but furnishes a weighty argument in favor of early 
operation upon stricture, before the urethra is contracted to 
any great extent, and while the operation is almost if not 
wholly free from risk, and in which class of cases the radical 
cure of stricture may be safely promised. It is a well-known 
fact Aat in nearly, if not quite, all the accidents that have 
ever occurred, through operations upon urethral stricture, 
by any method, the operation has been done upon close 
stricture, and for the relief of dipcult viicturition, without 
which relief, sooner or later, a fatal issue from retention or 
suppression of urine must have been apprehended. 

Radical cure of stricture, even in the most desperate cases, 
may however be possible by dilating urethrotomy, as is shown 
in the case reported by Dr. Eldridge, in the appendix at the 
close of this volume. 

♦ Just as this matter is going to press, I learn through Dr. Sabine, that this pa- 
tient claims never to have had gonorrlioea, nor any venereal exposure since the date 
of the last operation, June lo, 1S78, and that his intention is to submit himself to 
another operation at an early day, on account of gradually increasing contraction. 

f This case may be found among the tabulated cases of Prof. Pease as No. 6, 
on page 265, this vol. In reply to a letter addressed to Prof. Pease concerning 
this case he writes, under date of May 13, 1880, '* I cannot think that either my- 
self or Dr. Sabine can be held responsible for the result in this case, neither can the 
result in the last operation lie questioned, as my knowledge of the patient is such as 
to convince me of his entire lack of self-control. No sooner would he recover from 
an operation than he would contract a fresh clap, indeed the man's normal condi- 
tion would appear lo be that of a constant specific urethritis." — F. N. O." 
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In general terms the author feels justified in stating, as a 
result of his own experience, that proper instruments properly 
used, and with judicious after-treatment, may be claimed to 
warrant assurance of the radical cure of stricture in at least 
nine cases out of ten so operated upon. 

In this connection, and in answer to many inquiries, the 
author would state that he considers the short, straight dilat- 
ing urethrotome, ligured at page 278, as the best in all re- 
spects for all cases o( stricture occurring at any point between 
a point in the urethra corresponding with the base of the 
glans and the bulbo-membranous junction. In the excep- 
tional cases where stricture occurs beyond this point, division 
of stricture, by any instrument, is a grave procedure on account 
of liability to hemorrhage beyond easy control, and should 
only be decided on, with the dilating urethrotome, after the 
most thorough appreciation of the attendant risks of opera- 
tions in the deeper parts of the urethra. My opinion in re- 
gard to this matter has already been expressed in this, as well 
as in the former edition, at page 310. Fortunately, the great 
majority of strictures requiring treatment are situated anterior 
to the bulb — the apparent strictures, usually referred to as being 
" at the neck of the bladder" are purely spasmodic, and, as a 
rule, disappear on removal of the anterior organic contraction. 

The correctness of my position in regard to the frequent 
occurrence and importance of spasmodic stricture, and its 
dependence in a large number of cases upon a reflex irrita- 
tion, (as shown page 302 et seq.') has been amply proven during 
the past year, in the course of a discussion between Prof. H. 
B, Sands and myself, and which may be found in the columns 
of the Hospital Gazelle of Feb. 13, April 19. May 3, Juns 28, 
July 12, and July 22. And it is, in my opinion, not too 
much now to claim that no operations upon strictures in the 
deep urethra are warrantable, until all pronounced localized 
contractions, in the anterior urethra, have been removed. I 
had hoped before this time to have published the volume on 
reflex irritations, announced as in preparation when the first 
edition of this book went to press, but various considerations 
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have delayed its appearance. It is proposed, however, to 
issue the volume during the coming summer, and its chief 
value will consist in its presentation of numerous well- 
authenticated cases of reflex irritations and neuroses of f/ie 
genitO'Urinary traet, chief among which will appear a series 
of examples where spasmodic stricture of the deep urethra 
has been mistaken for organic stricture by the best and most 
experienced surgical authorities, and treated as such. 

In addition to this evidence of the comparative safety of 
internal urethrotomy by the plans and procedures I have pro- 
posed, I am permitted to quote from a letter recently received 
from Dr. Stuart Eldridge, formerly Professor of Anatomy in 
the Georgetown Medical College, and at present Surgeon- 
in-Chief of the General Hospital at Yokohama, in which 
he reports over one hundred operations on stricture by 
dilating urethrotomy, according to my procedures. ** Nearly 
one-half," says Dr. Eldridge, " were complicated with divul- 
sions executed at the same sitting, the strictures being too 
small to admit your instrument, and I have not lost one." 
Dr. Eldridge confirms my claims of radical cure of stricture, in 
the most conclusive way, by publication of a case where the 
operation of dilating urethrotomy was performed upon a close 
stricture complicated with Bright*s disease of the kidneys 
and tertiary syphilis. When the patient died, three years 
after, from syphilitic disease, at the post-mortem examination, 
complete and permanent recovery from the stricture was 
demonstrated. This account was published in the New York 
Medical Journal in the issue of July, 1878, with a carefully 
executed woodcut. 

This example is considered so important as an absolute 
and indisputable proof of my claims in regard to the radical 
cure of urethral stricture, that the woodcut representing the 
specimen is reproduced at the close of the present volume, 
and the text of the case is quoted in full in the Appendix 
(page 353, et scquitur) 

No. loS West Thirtv-fourth Street, ) 
New York, May 26th, 1880. ) 
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STRICTURE OF THE MALE URETHRA; 

ITS RADICAL CURE. 



CHAPTER I. 

CHRONIC URETHRAL DISCHARGES. 

THE subject of Genito-Urinary diseases, and more espe- 
cially those forms of trouble known as Urethral Strict- 
ure and Gleet, have received much consideration from me for 
several years past. As my study and experience in these dis- 
eases have led me in a direction somewhat opposed to the 
views and treatment hitherto accepted by surgeons throughout 
the world, it appears to me desirable at this time to make a 
full statement of the course, progress, and results of my ob- 
servations and practice. 

As early as the year 1861, I had come to appreciate the 
fact that the ordinary elastic bougie, or any instrument of 
uniform diameter, might traverse a urethra without giving in- 
dication of Stricture at any point ; whereas, in the same 
urethra, with the bougie-a-boule (of M. d'Etiolles) of the same 
size. Stricture was, not unfrequently, made out with absolute 
certainty. Soon finding the necessity for an instrument of 
wider range and greater endurance than the bougie-a-boule of 
M. d'Etiolles, (which was made of gummed cloth, and rarely 
found larger than 21m. of the French scale,) I devised the 
bulbous sound. 

This was a simple metallic bulb of olive shape, attached 
to a slender copper shaft. Six of these instruments were 
constructed under my direction, by Hernstein & Co., Surgi- 
cal Instrument Makers, of sizes from 18 mm. to 30 mm. in 
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circumference, and, for convenience, screwing into a common 
handle. 

With the aid of these bulbs I was often able to detect 
localized points of contraction that had escaped recognition 
in examination with the smaller bulbs of M. d'Etiolles. At 
this early period (i86i) my attention was attracted to the 
frequent association of a chronic purulent urethral discharge 




THE BULBOUS SOUND. 

with localized urethral contractions of greater or less degree. 
The rebellious behavior of such discharges, under all then 
recognized modes of treatment, induced me to make this 
subject one of especial study for the following years and up 
to March, 1870, when I presented the results of my thought 
and experience in a paper read before the New York Medical 
Journal Association, and published in the N. Y. Medical Jour- 
nal of June, 1870, as follows : 

On Chronic Urethral Discharges, 

In the term chronic it is intended to include, not only 
those purulent or muco-purulcnt discharges from the urethra 
which occur as the sequelae of acute inflammations of the 
urethral mucous membrane, but all which, by their appear- 
ance and sub-acute character, resemble such discharges with- 
out regard to the time of their continuance. In considera- 
tion of the similarity between chronic urethral discharges, 
both as to their symptomatology and their chemical and 
physical constituents, and in view of their moral and social 
as well as the medico-legal relations, the importance of classi- 
fying such discharges in accordance with their etiology will, I 
trust, be admitted. 

By such an arrangement, they readily separate into three 
distinct groups : 

I. — The venereal specific. 
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II. — The venereal non-specific. 
III. — The non-venereal. 
Under the head of venereal specific we then have — 

1. Gonorrhcca and its sequelsB. 

2. Chancroid. 

3. Syphilis. 
Under that of venereal non-specific we have — 

1. The menstrual fluid. 

2. Vicious non-specific, vaginal, and uterine secretions. 
Under that of non-venereal — 

1. Acrid urinary secretions. 

2, Idiopathic inflammation of the prostate. 

3. Mechanical injuries and obstructions and chemical 

irritants. 

4, Cutaneous disease. 



The inclusion of gonorrhcea among the vent-real specific 
causes of chronic discharge from the urethra is with entire 
acceptance of the fact, that no physical distinction has yet 
been drawn between an acute urethritis, caused by contact 
with gonorrhteal matter, and one set up by the application 
of the purulent secretion of a conjunctivitis, or of a uterine 
catarrh, or by excessive coitus, or, in short, by any one of the 
causes which are set down among the non-specific class. Yet 
it is well known that a peculiar virulence does pertain to the 
purulent secretion of a gonorrhceal urethritis; that its contact 
with sound mucous membrane communicates, with almost 
positive certainty, an inflammation whose product is of similar 
virulence, and whose tendency is to run a prolonged course ; 
while from all other causes to which a urethritis may be at- 
tributed, not only is the establishment of the disease most ex- 
ceptional, but, when it does so occur, it is of shorter duration, 
and, as a rule, of more benign character. That gonorrhceal 
pus has the power, more than any other, of extending its 
degenerating influence beyond the immediatelayer of epithe- 
lium in contact with it. also seems to me certain ; but, until 
E^ specific virulent principle can be found in it, we must be 
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content to accept the inflammation of gonorrhoea as a simple 
inflammation of unusually acute character. Yet, in a classi- 
fication based upon etiological considerations, the propriety 
of placing gonorrhoea among the specific causes of urethral 
discharge must, I think, be conceded. 

The organisms with which we have chiefly to deal, in 
considering diseases of the urethra, are mucous membrane, 
muscular and connective tissue, with their vessels and nerves. 
The mucous membrane which lines the urethral canal consists, 
like all other mucous tissues, of an epithelial structure, lying 
on a basement membrane ; the epitheHum being of the strati- 
fied kind, and of varied character in different regions — the 
tessellated variety presenting in the anterior, the spheroidal 
and columnar in the posterior parts of the canal. Under- 
neath the mucous membrane is a thin layer comprised of 
muscular fibres and connective tissue, which is united to the 
tendinous layer of the corpus spongiosum by delicate mem- 
branous bands. 

It may be well to glance briefly over the pathological 
changes which are now recognized as taking place in inflam- 
mations of mucous membrane of the variety under considera- 
tion, viz., those protected by a stratified epithelium. All 
such in their normal condition present a lubricated surface — 
this lubrication due to a bland secretion from the mucous 
follicles. 

Under the microscope, this secretion is found to consist 
of mucosine in which are suspended mucous corpuscles and 
epithelial scales. When the membrane is subjected to irri- 
tating influences, the epithelial element in the secretion is 
increased, the epithelial cells are hurried from the surface 
before they are fully developed, their forms become rounded, 
and hence they are more easily detached, until, as the inflam- 
matory process progresses, the natural proliferation of epi- 
thelial structure becomes luxuriation (Virchow). Layer after 
layer is thrown off", less and less perfectly developed, losing 
more and more the characteristics of the true epithelial scale, 
until at length it has degenerated into the form recognized 
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as the pus-corpuscle, and the mucous secretion has assumed 
all the features of the purulent discharge. 

In their normal condition, mucous membranes secrete 
only sufficient fluid to answer the purposes of lubrication. 
All discharges from the urethra are then evidences of abnormal 
excitement — of imperfect cell-development — varying in de- 
gree from the first stage of epithelial imperfection to complete 
purulent degeneration, and dependent upon exciting causes 
of the varied character indicated in the classification I have 
ventured to adopt. 

In the frequency of its occurrence, in the importance of 
its indications, in its pathological connections, and in its 
moral, social, and medico-legal belongings, the discharge 
arising from gonorrhcea and its sequelae ranks first in im- 
portance. We have at this time only to deal with chronic 
forms of disease as defined in the commencement -of this 
article. Omitting, then, all consideration of the acute stage 
of gonorrhcea, 1 siiatl at once proceed to consider the con- 
ditions upon which a continuance of the chronic or sub- 
acute discharge may depend. These are as follows : i. An 
enfeebled condition of that portion of the mucous lining 
of the urethra which has been occupied by the acute in- 
flammation. The degeneration of epithelium set up by the 
acute disease is continued by fnervalion — a simple want of 
vitality in the tissue sufficient for a return to its normal func- 
tions. 2. The vitality apparently restored by appropriate 
local and general treatment ; the dischai^e. though in dc- 

I p'eased amount, still continues. Its continuance may depend 
xm, the localiaation of the disease in the deeper parts of the 
^etlira, or in folds of membrane, or in mucous crypts or fol- 
lies which have escaped local medication. 3. The continuance 
Bf the discharge may be due to granular ulcerations located 

■At any point along the canal where from any cause complete 

■exfoliation of the epithelium has occurred. 4. From altera- 
tions in the course and calibre of the urethral tube dependent 
tepon pathological changes occurring during recent or pre- 

(vious inflammations. These causes of the persistence of 
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a urethral discharge, with gonorrhceal antecedents, I propose 
now to consider, and to indicate the remedial measures 
which in my own experience have proved most productive 
of benefit. 

When, after a longer or shorter time, the acute symptoms 
of an attack of gonorrhoea have subsided, and there remains 
simply a muco-purulent, painless discharge, examination 
should be carefully instituted, with the view of ascertaining 
the exact point to which the disease has extended, and, as 
nearly as possible, the pathological condition upon which the 
continuance of the discharge depends. This may be done in a 
rough way by pressing the walls of the urethra together and 
squeezing out the discharge from the meatus, making the 
pressure farther and farther back, until no more fluid can be 
made to exude. In the absence of any tenderness or uneasi- 
ness beyond the point so examined, you may conclude that 
the disease has not extended beyond that limit. If, in addi- 
tion, a fair-sized bulbous bougie fails to detect any special 
points of tenderness, it may be concluded that the difficulty is 
dependent upon the first of the causes mentioned, viz., a ivant 
of recuperative power i?t the epithelial structure^ and that there 
is sufficient of the gonorrhceal influence to keep up an exagge- 
rated desquamative action, though not sufficient to excite 
acute inflammation. The additional fact that the membrane 
is kept constantly bathed in fluid, also retards the return to a 
normal condition by diminishing the cohesive power of the 
superficial cell growths. The indications for treatment then 
are, to apply such local means as are most likely to dimin- 
ish the excess of fluid, and to stimulate the -membrane to 
a more complete performance of its functions. Solutions 
of the salts of zinc, lead, and iron, combining astringent 
and stimulating properties in various degrees, arc found well 
calculated to meet this double requirement. Vegetable tonics 
and astringents are also of value. The more thoroughly 
the epithelial products in the discharge are degenerated, 
the more stimulating and astringent is the application re- 
quired ; so that, when the discharge is thoroughly purulent. 
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the more stimul'ant ^alts. as the chloride, sulphate, or acetate 
of zinc, etc., will be found most beneficial ; the more it 
approaches the mucous character, the more simply astringent 
should be the application. Under all circumstances, where 
a simple atonic condition perpetuates the discharge, no solu- 
tion of any sort should be used of a strength sufficient to 
produce a caustic effect. Stimulation alone is required, such 
as results from solutions of the sulphate of zinc, or the acetate 
of lead, alone or in combination, and of a strength varying 
from one to three grains to the ounce of distilled water. 
When the discharge is not wholly without pain, I am accus- 
tomed to add two or three grains of the extract of belladonna 
to the ounce. When the discharge is small in quantity and 
chiefly mucous, the acetate of lead, grains one to three; the 
persulphate of iron, grains three to five; tannic acid, grains 
five to ten, are often promptly efficacious. The power of 
phenol (the so-called carbolic actei) to modify and arrest sup- 
purative action, wherever located, is now generally admitted. 
My own experience in its use in disease of mucous membranes 
has been considerable, and I have seen positive benefit in 
quite a number of cases where a solution of two or three 
grains to the ounce has been used ; but I have not employed 
it to any such e.\tent as would at present warrant an expres- 
sion of opinion as to its real value. The recent statement 
of a contributor to the Cincinnali Medkal Repertory, that he 
had used it in hundreds of cases of gleet with magical effect, 

.suggests a prevalence of the disease in that region which is 
appalling; while an entire forgctfulness to cite the supposed 
'pathological conditions in any case, would warrant a suspen- 

'■ion of judgment as to the accuracy of the recital. Other 
journals have presented testimony of its efficacy in the 
reatment of urethral discharges. The antiseptic and antipa- 
ptasttic qualities of //ii'«i>/ certainly warrant an expectation of 
ffulncss in discharges of a specific nature, and it seems to 

Line not improbable that it may come to be a valuable agent 

'in the management of gonorrhteal disease. The permanga- 
nate of potash, three to five grains to the ounce, has been 



8 CHRONIC URETHRAL DISCHARGES. 

highly recommended in simple chronic gondrrhcea. I have 
used it in perhaps twenty cases, with the apparent cflfect of 
arresting the discharge for a short timCy but have inva^ 
riably been obh'ged to resort to other means to complete 
the cure. The mode of application of solutions to the 
urethral mucous membrane which I have Jbeen accustomed 
to employ is by injection with a hard rubber syringe, of the 
capacity of half an ounce, and constructed with a well- 
rounded extremity, so that it may be easily and painlessly 
introduced, and the meatus readily and effectually closed 
around the pipe after insertion. Inasmuch as it is desirable 
that the injection should be applied only to the diseased sur- 
face, the urethra should be closed by pressure with the thumb 
and finger at the point previously fixed upon as the depth to 
which the disease has penetrated ; with this precaution the 
danger (which is not an imaginary one) of establishing a new 
focus of disease by forcing the vitiated secretions into the 
deeper parts of the urethra, or even into the bladder is 
avoided. A very general impression exists in the profession 
that fluids are with difficulty injected into the deeper parts of 
the urethra by an ordinary syringe, and that to force them 
into the bladder, by that means, is a physical impossibility. 
The positive statements to that effect by various authors 
(Acton, Milton, etc.) would tend to confirm such a belief. 
Within the past two years I have had three patients who 
w-ere able to inject their respective bladders by means of an 
ordinary Davidson's syringe, one of them throwing in a pint 
of water, in my presence, then emptying the viscus — refilling 
and discharging it three times in succession. I am, therefore^ 
convinced that it is judicious to limit the distance we desire 
to medicate, by pressure on the canal at a given point. And 
I also believe that the whole diseased surface can usually be 
reached by a properly constructed syringe of ordinary size- 
After directing the patient to pass his water (for the purpose 
of cleansing the canal), the medicated fluid should be thrown 
in quickly, to avoid spasmodic resistance, filling the urethra 
to the desired limit, and allowing it to remain for from one to 
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e or four minutes. This procedure I am accustomed to 
: repeated three or four times in the twenty-four hours. 
If, notwithstanding the use of injections administered 
after the manner I have indicated, the discharge still contin- 
ues, though in decreased quantity, no other cause of failure 
appearing prominent, I am led to infer — 

That the medicating fluid does not reach all points of 
the diseased surface ; that, from Insufficient distention of the 
canal, portions between folds of the membrane, or in the sulci 
of some of the numerous follicles with which the urethral 
lining is studded, have escaped the topical application. For 
security against failure, I am accustomed to introduce the in- 
jection through a modification of the ordinary syringe, as repre- 
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sented in the cut. By means of this instrument the urethra 
is penetrated to the farthermost point of disease, dis- 
tended to its full capacity and thoroughly bathed with the 
contained fluid. No point or portion can escape the ap- 
plication, except it be located in the lacuna magna, or in 
some accidental follicular sinus. These exceptions I am in- 
clined to think are not very rare. Dr. Benjamin Phillips, in 
his treatise on " Diseases of the Urethra," states that he has 
found the continuance of a chronic gonorrhoea to depend 
upon the engagement of the lacuna magna in the disease, and 
cites four cases of cure by slitting up the inferior wall of that 
sulcus on a director. I have met with two cases of similar 
character which were successfully treated by injections 
introduced by means of a blunted hypodermic syringe. Un- 
der the designation of "foUkiihr sinuses," I allude to little 
^fistulous canals which are sometimes met with running out- 
rard from the urethra, and occasionally opening upon the 
lurface of the penis. 
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I have a record of two and possibly of three such in- 
stances. The first, in a gentleman who presented himself to 
me suffering from a very scanty muco-purulcnt discharge of 
two years' standing, which, commencing as a gonorrhoea, had 
resisted much treatment. Close to the meatus — say a quarter 
of an inch — on the right side, two minute openings were vis- 
ible, each the size of a pin*s-head, one above the other, and 
about one-fourth of an inch apart. The patient remarked 
that, after connection, he always noticed a little matter at 
these points. Examining the fossa navicularis, I found its 
floor occupied by a narrow superficial ulcer a third of an inch 
from the orifice and half an inch in length. Exploring the 
fistulous openings with a fine probe, I endeavored to find a 
communication between them and the ulcer of the fossa, 
but was unable to do so. I did find, however, a fine canal 
connecting the two abnormal orifices, which I slit up and 
cauterized. The ample meatus received a No. 20 F.* 
bulbous sound with ease, but was arrested at the point of 
ulceration, and would only allow the passage of No. 16. I 
slit the constriction, which extended the entire length of the 
ulcer, and passed a No. 20 Beniqu6 sound into the bladder 
without difficulty. Twenty days afterwards, the wound was ci- 
catrized, and the discharge had disappeared. I felt confident 
to the last that there had been a connection between the 
openings on the surface and the ulcer of the fossa, but failed 
to find it. Five years have passed since then, but the patient, 
who married about that time, has had no further urethral 
trouble. 

The second case was that of a young man from Omaha, 
who came to me presenting a pustule the size of a pin's-head 
on the right side of the meatus urinarius, midway of the 
glans, and about one-third of an inch from the labium. 
Believing it to be the result of a vicious connection four 
days previous (as it had quite the appearance of a follicular 
chancroid), I cauterized it with a fine glass point charged 

* Whenever the letter F occurs, following figures, it indicates the French 
measure, i. e. by millimetres in circumference. One millimetre equals ^5 inch. 
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with nitric acid, and felt warranted in giving the assurance 
of speedy cure. Two days following, the patient presented 
himself, with the lesion cicatrized, but a similar pustule had 
developed about a quarter of an inch above the site of the 
first. Confirmed by this, in my view of the chancroidal origin 
of the difficulty, the second was likewise touched with the 
nitric acid. On the following day my patient again presented 
himself, announcing that the first pimple had again broken 
out, and that he also had the clap. Making pressure of the 
glans, a drop of creamy pus exuded from the meatus and 
also a minute quantity of the same sort from the two little 
orifices on the site of the pustules. Struck with the similarity 
in location and appearance of these little openings with those 
of Case 1., I at once set about exploring them. A fine silver- 
wire probe passed readily into one and out at the other; the 
lower seemed superficial. Into the upper, however, I suc- 
ceeded in passing the probe nearly half an inch backward and 
upward on a plane parallel with the urethra. Feeling certain 
that a communication existed, through this sinus, with the 
urethra. I introduced as far as I was able the blunted point 
of a fine hypodermic syringe; and, having previously insin- 
uated a bit of lint into the fossa navicularis, I injected a 
solution of indigo. After several unsuccessful trials, at last, 
on the withdrawal of the lint, it was found slightly but dis- 
tinctly stained with the indigo. Shall we infer in this case 
that the trouble was originally a simple folliculitis creeping 
along an accidental sinus — possibly producing it — opening on 
the surface of the glans, and finally breaking also into the 
fossa, or was it of gonorrhoea! origin, having its initial point 
in the external follicular opening, and after seven or eight 
days cropping out into the urethra? No solution of contin- 
uity could be detected in the fossa navicularis, nor was there 
much tenderness at any point. A ten-grain solution of the 
nitrate of silver was injected into the fistula, with the apparent 
cfTcct of closing it entirely ; the passage between the two 
points was slit up and cauterized. The gonorrhcea (if it was 
a gonorrhoea) extended very little beyond the fossa of the 
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urethra, ran a very mild course, and ceased under astringent 
injections in about ten days. 

The third case was in a Mr. D., who came to me two years 
since, complaining of a little boil on his penis. Examination 
disclosed a small purulent-looking collection between the 
folds of loose tissue, a little to the right of and behind the 
frenum. Both the surrounding inflammation and the swell- 
ing were very slight ; there was but little accompanying ten- 
derness ; the deposit was covered only by transparent cutis. 
A slight touch with the bistoury caused it to discharge three 
or four drops of laudable pus. As there were no venereal 
antecedents in the case, I remarked that it was probably a 
little sebaceous follicle which had become obstructed, and 
that he would have no further trouble from it. Several weeks 
after, Mr. D. called to inform me that he was quite well of 
the boil, but that when he urinated the water came out of 
the side of his penis. On examination, I discovered a fine 
opening like a pin-hole at the bottom of a small, funnel-shaped 
depression on the site of the old difficulty. A fine silver wire 
probe readily penetrated it, parallel with the urethral canal, 
for about half an inch. Failing to find my way into the ure- 
thra by this means, I introduced the blunted hypodermic 
syringe, and, on driving in the piston, the fistulous communi- 
cation was demonstrated by free dripping of water from the 
meatus. 

The foregoing cases, taken together, appear to me to war- 
rant the inclusion of follicular sinuses among the possible 
causes of persistent urethral discharge ; and, although I find 
no mention made of such complications in the literature of 
urethral disease, I venture the opinion that analogous cases 
have occurred in the experience of many practitioners. 

In conjunction with the local treatment, the internal ad- 
ministration of such special medicines as are known by expe- 
rience to act beneficially upon diseased mucous tissues, espe- 
cially those of the urinary tract, is often advisable. The bal- 
sam of copaiba and the oil and powder of cubebs I have 
prescribed with benefit, but so often have succeeded in upset- 
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J the digestive apparatus of my patients, without securing 

; desired result, that I now rareiy recommend their use. 

Much more tolerable, and, in my experience, of much greater 

efficacy in such conditions, is the oleum santalum cilrinum 

(the oil of the yellow sandal-wood), in doses of from ten to 

twenty drops, on sugar or, preferably, in capsules, three or 

four times a day. I have seen recoveries from its use in from 

three to six days, after the long and faithful employment of 

injections and other internal medicines had proved unavailing. 

Berkeley Hill, a recent English writer, speaks highly of 

this remedy, where it can be borne, and advises it in doses of 

from twenty to sixty drops, three times a day. remarking, 

however, that " it produces nausea and vomiting, like copaiba, 

though in less degree." The maximum dose I have ventured 

to prescribe has been twenty drops, and, in uncomplicated 

atony of the urethral membrane, always with good effect. 

A patient would now and then complain that the subject of 

sandal-wood fans w.is too often introduced in his presence to 

be quite agreeable ; beyond the odor, however, and its giving 

rise to occasional slight dyspeptic trouble, the remedy ap- 

I peared unexceptionable. Recent chemical investigations* 

have demonstrated the presence of phenol in the aromatic 

oils, such as oil of thyme, fir, cinnamon, cubcbs, sassafras, 

sandal-wood, etc., and they are now included in the class ol 

; pketiols. Not a few of these, cubebs, fir. thyme, etc., have 

long had a reputation for usefulness in diseases of mucous 

I membranes generally, and in gonorrhcrai disease in particular. 

J. Is it not possible, then, that the active curative property in 

I each is due to the /•lienol of which the predominance in 

any one determines its superiority ? Further chemical re- 

b searches in this direction may yet discover other and still 

1 potent remedial agents for internal as well as local 

^Snd aid in the simplification of our now too empirical 

overburdened catetjory of anti-blenorriiagic remedies. 

The muriated tincture of iron, in doses of from ten to twenty 

• See Squihbs't " Nolcs on the Phetinli from Coal Tar." eic, in the Proceed- 

[1 of tlw American Pharraaceutictl Atsoeiaiion, 1S6S. 
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drops, repeated three or four times a day, I have found of 
decided benefit in asthenic gonorrhoea, even when the patient 
does not present the usual constitutional aspect which indicates 
its use. Iron, in conjunction with cantharides (as recom- 
mended by Dr. Bumstead, page 90 of his " Treatise on Vene- 
real Diseases*'), I have occasionally prescribed, with prompt 
beneficial results. 

In cases of long standing the discharge is often found to 
proceed chiefly if not wholly from the deeper parts of the 
urethra, the bulbous, and even the prostatic portion. Treat- 
ment in these need be in no wise different from that already 
indicated, except perhaps in the use of long pipe syringes, to 
secure with certainty application of the local remedial agents 
to the entire diseased surface. Where the bladder evidently 
participates in the difficulty, as announced by uneasiness and 
aching in the supra-pubic region, with or without increased 
irritability of the vesical sphincter, and confirmed by the 
presence of pus in the urine drawn directly from the bladder, 
a daily washing out of this viscus with a solution of Squibbs*s 
perchloride of iron, twenty or thirty drops to the pint of tepid 
water, has usually, in my hands, proved promptly successful 
in relieving the complication. 

In cases where the discharge persists, notwithstanding a 
faithful pursuance of the above plan of treatment, and no 
constitutional complications are recognized, I am led to sus- 
pect the existence of the third in the list of causes upon 
which a continuance of the discharge may depend, viz., a 
granular condition at some point or points in the canal, where, 
from an unusual activity of the morbid processes, the mucous 
membrane has been completely stripped of its epithelial cover- 
ing, the underlying tissue becoming involved in the inflamma- 
tory process, and ulceration results. At a certain stage in the 
declining inflammation, little irregular papillae organize and 
sprout from the plastic lymph which has been exuded to repair 
loss of tissue, and these papillae are called granulations. The 
tendency of loose cell-growth to condense into fibro-cellular 
tissue, which subsequently contracts and produces coarctation 
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of the urethral walls, renders the granular condition one ot 
great importance, not only because it leads to Stricture, but 
because it is likewise frequently a source of free purulent se-. 
cretion. 

The granular condition is usually indicated by a localized 
tenderness on pressure or on the passage through the urethra 
of a sound or bulbous bougie. These methods of ascertaining 
the presence of such a complication are, however, liable to 
lead to incorrect conclusions, inasmuch as such tenderness 
may be produced by the natural obstructions to the introduc- 
tion of an instrument at the triangular ligament, the com- 
mencement of the membranous portion, and the neck of the 
bladder. Besides this, such granulations may exist, and yet, 
on account of the absence of nerve- structure in them, produce 
no decided sensation on the passage of instruments. In this 
dilemma we have fortunately another resource, viz.. ///<■ ocular 
inspection of the entire surface of the canal by means of tubes 
of proper construction, which may be introduced into the 
urethra and illuminated, so that every important point is 
made visible to the careful observer. 

As far as known, the credit of first applying ocular in- 
spection to the diagnosis of urethral difficulties is due to 
Dr. J. D, Fisher, of Boston, who, in 1824, published, in the 
Fhitadelphia Jourttal of Medical Science, the description of 
an instrument identical in all essential points with the cn- 
• doscopc of Desormeaux. At present, however, the names of 
Dcsormcaux, of Paris, and Cruise, of Dublin (who improved 
upon the illuminating apparatus of Desormeaux's instrument), 
; associated with the endoscope. 

By their patient and careful observations and experiments, 
and by their large and valuable contributions to the pathology 
and treatment of urethral diseases through its use, they are 
entitled to stand eminent as authorities in that especial 
province. The endoscopic tubes of Desormeaux and Cruise 
were constructed of white metal, eight or nine inches in 
length. In using them I found a serious objection to the 
metallic surface, on account of the troublesome play of re- 
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flection along their interior; and, moreover, so great a length 
appeared unnccessar>' for examinations of the anterior portions 
of the canal. Tubes, varv'ing from one and a half to eight 
inches in length, were constructed of hard rubber by Messrs. 
Tiemann & Co., under my direction. The smooth, black 
surface of these tubes, though requiring somewhat stronger 
light, was entirely free from reflections, and enabled me to 
define with much greater certainty appearances in the field 
or bottom of the tube. These were distinct under reflected 
sunlight, and also from that thrown out by Tiemann's mod- 
ified student's lamp, burning kerosene oil, with the addition 
of ten grains of gum-camphor to the ounce. The use of 
tubes of various lengths made it possible to bring the eye 





MEATOSCOPE. 



much nearer the desired surface, when it was located at any 
point anterior to the prostatic urethra, and proved, also, of 
further advantage in the greater ease with which the light 
was kept steadily on the field of the tube, and moreover, the 
shorter tubes perceptibly decreased the absorption of the 
luminous rays. Like Desormeaux's tubes, they were fur- 
nished with an entering shaft, to facilitate introduction into 
the urethra, and a mortice or cleft in the side, for the greater 
facility of making applications through them. For accuracy 
in locating any scat of trouble, they were graduated in 
one-half inches, and, to distinguish them, were called meat- 

OSC'OpOS. 

I have used these instruments exclusively for five years 
past, and believe I am able, through their assistance, to 
detect the more important tissue changes occurring in the 
urethral interior. Especially is the meatoscope valuable 
in diagnosis of the granular condition of the urethra, previ- 
ously mentioned. Introduced beyond the suspected point 
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(the shaft being removed), a pencil of light is reflected, by 
means of a small concave mirror into and to the bottom of 
the tube, which is then slowiy withdrawn. As the folds 
of healthy membrane roll symmetrically in toward the 
centre, the observer is able to note the exact point of dt- 
parture from a healthy condition, and the character and ex- 
tent of the lesions. The favorite seats of granular ulceration 
of the urethra are in the natural expansions of the canal at 
the navicular and bulbous portions, evidently invited by the 
rich diffusion of cr>-pts and foIHclcs in the ample folds of those 
parts. Not seldom the difficulty, when occurring in the fossa 



navicularis, is occasioned by frequent and teasing contact 
with the point of the urethral syringe. No especial localizing 
cause being present, we should expect to find granular ulcer- 
ations of more frequent occurrence in the deeper portions of 
the urethra, on account of the preponderance there of the 
spheroidal and columnar varieties of epithelium, the cells of 
which, less easily detached, are also less readily reproduced 
than those of the tessellated kind. The location and nature 
of the diseased surface being determined, topical applications 
may be made through the reentered tube, by means of wire 
stylets armed with a bit of cotton or lint soaked in the fluid 
selected for use. 

I am accustomed to use for this purpose a solution of the 
nitrate of silver, of a strength, graduated in accordance with 
the sensitiveness of the parts, of from twenty to thirty grains 
to the ounce of distilled water, usually limiting the applica- 
tion to such an extent of surface as can be touched with the 
cotton at one time — the tube being held stationary, I have 
not unfrequently extended the application from one-quarter 
to one-third of an inch, sopping the surface as the tube is 
slowly withdrawn, I have not usually found it necessary to 
inspect the urethra under the light after having thoroughly 
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located the diseased surface. Observing carefully the mark 
on the tube when the first application is made, it will usually 
be found that this portion is quite free from pain on the 
succeeding introduction of the tube, and that commencing 
sensitiveness indicates the point to which cicatrization has 
extended. At the first sensitive spot I repeat the application 
as before, advancing gradually, at each sitting, until the 
entire lesion is removed. Applications may be repeated once 
in from four to eight days. The field of the meatoscope 
should be carefully cleansed from any discharge that may be 
present, both in the preliminary examination and in that 
immediately preceding the treatment ; this is easily effected 
by means of a bit of cotton twisted on one of the stylets. 
In some cases of granular urethra, I have used, instead 
of the foregoing plan, an injection of four or five drops 
of a solution of similar strength, (20 to 30 gr. to the ounce) 
with good results. For applications to the prostatic re- 
gion — less easily reached with the straight tube of the 
meatoscope — the use of a long curved syringe has appeared 
to me preferable. When pursuing this plan, for a long 
time I was in the habit of locating the prostatic region 
by the preliminary introduction of a catheter into the 
bladder, measuring back half an inch from the point where 
the urine entered the catheter at about the central part of 
the prostatic urethra, then transferring the measurement to 
an ordinary long curved syringe. I was thus enabled to 
apply injections with accuracy to the desired point. About 
a year since I had occasion to see a patient with Dr. James 
Bigelow, of Brooklyn, and applied an injection to the prostatic 
urethra, after the manner above described. The entire suc- 
cess of a single application in relieving the diseased condi- 
tion was so gratifying to the doctor, and the crude means 
through which it was accomplished so apparent, that he soon 
afterwards designed and presented to me a syringe-catheter 
represented by the annexed figure. With this ingenious in- 
strument, both the measurement and the application are 
accomplished by a single introduction. The shaft of the 
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instrument encloses a double canal — one continuous with 
the barrel of the syringe, following the inner cur\'c of the 
instrument, and terminating at the curved extremity of the 
shaft in a number of minute openings; the other continuous 
with the little branch-tube, and following the outer curve to 
the extreme end of the shaft. This (the catheter portion) is 
traversed by a wire which slops the opening at its extremity. 
On the introduction of the instrument, with the wire slightly 
retracted, at the moment of its entrance into the bladder a 
few drops of urine exude from the branch tube ; the wire- 
stopper is then pushed in, the instrument withdrawn half an 
inch, and the piston driven home. For all topical applications 
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to the prostatic urethra, this syringe-catheter has, in my ex- 
perience, proved admirably adapted. 

The last, but by no means the least important of the local 
conditions capable of prolonging a chronic gonorrhceal dis- 
charge, is the alteration which may occur in the course and 
calibre of the urethral canal. Henry Dick, of London, who. 
has written an elaborate monograph on the pathology of gleet, 
asserts that the continuance of a gonorrhtEal discharge may 
depend on dn-Mltotis in the course of the urethra without eon- 
traction of its dimensions. His conclusions were arrived at, 
by noticing, in cases where no actual disease could be detected 
and the discharge continued, that, on introduction of a sound, 
the flat handle always became oblique in the membranous 
portion of the canal ; that wax bougies used for diagnostic 
^purposes, when withdrawn, were crooked at that point, but 
[iWithout giving evidence of constriction : and that these cases 
BVrcre cured by the systematic introduction of sounds. 




20 CHRONIC URETHRAL DISCHARGES. 

I have seen cases which apparently presented all the 
above-named peculiarities, but I was, and am still, of the 
impression that the irregular, localized muscular action of 
the urethra produced the seeming deviation, and that the 
continuance of the discharge depended upon a lack of sup- 
pleness from general but superficial contraction or fulling up 
of the mucous membrane, which disappears, and along with 
it the discharge, on the return of the urethra to its normal 
dimensions. 

Most frequently, however, chronic gonorrhoeal discharges 
depend for their continuance upon positive and recognizable 
alterations in the calibre of the urethra — contractures at 
various points of the canal — the legitimate sequelae of follicu- 
lar ulcerations. 

As the urine is propelled through the urethral tube, it 
impinges with more or less force upon any salient or con- 
tracted point. The column of fluid is arrested, and in propor- 
tion to the degree of arrest is the force of the blow upon the 
mucous surface at that point. More or less hyperaemia 
necessarily ensues, and a condition is soon established well 
adapted to prolong an existing gonorrhoea, or which, upon 
slitrht additional cause, such as venereal excitement, or even 
an unusually acrid condition of the urine, may result in the 
origination of a muco-purulent or a purulent secretion. 
We may hence affirm, as a most important g^iom, that the 
slightest c7icroachvtcnt upon the calibre of the urethral canal is 
sufficient to perpetuate a urethral discharge^ or nrfi, under 
favoring conditions^ to establish itj de novOy liithout venereal 
contact. 

It is in this way that gonorrhoeas occurring a few hours 
after exposure ^xo, generated ; and it also explains the appar- 
ently unaccountable renewal of a urethral discharge after 
excitement, in individuals who have had no gonorrhoeal 
disease for years. 

Within the last two months, a gentleman, who (according 
to his own account) had lived virtuously for more than thir- 
teen years, consulted me in regard to a muco-purulent discharge 
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mliich gave him painful suspicion of the fidelity of his wife. 
I found, on examination, that it was dependent upon a 
Stricture at the commencement of the membranous portion 
of the canal which scarcely admitted a No. 3 bougie, and yet 
no suspicion of Stricture had before arisen. 

Some four years since, a young man came to me in great 
distress, requesting an opinion as to the probabilities of con- 
tagion from a mucopurulent discharge from which he was 
then suffering. He had a history of an acute attack of 
gonorrhcea a year previous, which was cured, all but an 
occasional very slight oozing of yellowish matter. This, 
after ten months' persistence, was pronounced innocuous by 
his medical adviser, whereupon, he went to Chicago and 
married. Three or four days later, finding his discharge in- 
crease, he left his bride and came to this city to inquire 
concerning the possibilities aforesaid. Examination in this 
case brought to light a narrow Stricture at the peno-scrotal 
angle, which had evidently perpetuated the discharge. In 
regard to the contagious property of such a discharge, I will 
simply state that, within the week he read me a letter from 
his bride, containing as classical a description of gonorrhcea 
in the female as I ever saw. 

It will be readily seen that the recognition of Stricture a9 
a cause of the origin or the persistence of a muco-purulcnt 
discharge is of the utmost importance, involving, besides the 
discomfort of the local trouble, other issues of the gravesc 
moment. 

While authorities differ as to the precise seat in which 
contractions may occur, all are agreed that their most com- 
mon location is at those points where gonorrhceal inflamma- 
tion runs the highest and dwells the longest, viz., the bulbous 
and navicular parts of the urethra. 

The chief, if not the sole cause of these constrictions is 
the granular ulceration previously dwelt upon. Tlie plastic 
lymph which is thrown out becomes organized, and Finally 
condensing or cicatrizing, produces a narrowing of the tube 
to a greater or less degree, in proportion to the extent of 
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tissue involved, forming, in short, what we are accustomed 
to designate as Stricture of the urethra. 

I have already spoken of the difficulty of diagnosticating^ 
contractions by means of the ordinary sound or the flexible 
bougie. The fact that a No. i6 or even a No. 20 can be readily 
introduced, is no positive proof of its absence. A man may 
have a urethra of size No. 21, with a contraction at some 
point of half a line, which the instrument No. 20 will fail to 
announce. To obviate this source of error, Sir Charles Bell, 
many years since, invented the ball-probe^ which consisted, as 
the name implies, of a slender rod surmounted by a metallic 
ball. Selecting one suited to the proportions of a given meatus, 
it was passed down the urethral canal until arrested by the 
Stricture ; then this, or one of a size just permitting its pas- 
sage through the contraction, was introduced through it, and 
allowed to remain for a few moments. On attempting to 
withdraw the instrument, the ball would be arrested at- the 
posterior boundary of the Stricture, thus definitely locating 
its extent and position. 

Lc Roy d'Etiolles improved the ball probe of Bell by 
substituting an acorn shape for the ball, and a flexible material 
for the shaft, thus facilitating its introduction, and adapting 
the shaft more readily to the curvatures of the canal. In my 
own practice I have given a preference to still another modi- 
fication which appears to me to combine the excellences of 
both instruments, viz., a metallic olive-shaped bulb, whose 
firm polished surface (like Bell's) glides more readily over the 
mucous membrane than the gum coat of d'Etiolles* bulb. The 
olivary shape, while entering as easily and defining with suffi- 
cient accuracy, is less painful on withdrawal than the more 
abrupt base of the acorn shape; and the small soft metal 
shaft unites great firmness with a degree of flexibility suffi- 
cient for ready alteration of its curve. The handle is per- 
forated throughout its extent, thus allowing it to be slipped 
forward on the shaft to the meatus, and screwed fast, so that, 
when the situation of the Stricture has been determined, it 
correctly registers its depth. In explorations of the urethra 
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with this instrument, I am accustomed to accept the meatus, 
if apparently of normal size, as a gauge of the urethral calibre ; 
that is to say, any instrument which will pass that orifice will 
easily traverse the entire canal if no abnormal condition is 
present. It should be borne in mind, however, that both 



congenital and pathological contractions of the meatus are 
not infrequent. 

A bulb, with its shaft bent to correspond with the curve 
of an ordinary sound, is accurately fitted to the urethral ori- 
fice, then slowly inserted and pushed gently back until some 
resistance is recognized. Muscular contraction may arrest 
the instrument at any point along the spongy urethra, 
but, with a little delay, this will subside. As the bulb 
advances it may impinge upon the triangular ligament ; tilt- 
ing the shaft upward will clear this point. Muscular con- 
traction will also usually occur at the commencement of the 
membranous portion and at the posterior part of the pros- 
tatic, gently overcoming which, the bulb slips into the 
bladder. This is the usual course of the proceeding when no 
contraction has been recognized. After allowing the bulb to 
remain in the bladder for three or four minutes, it is slowly 
withdrawn : if contractions are present at any point, slight 
clinging or want of suppleness will indicate their locality, and, 
in moving the bulb back and forth, where resistance is appre- 
ciated, a diagnostic ridgy feel may be recognized. Should 
this proceeding fail in locating a constriction, 1 am then ac- 
customed to slit up the meatus freely, and repeat the opera- 
tion with the lai^est bulb that will enter the spongy portion 
Failing with this, a full-sized meatoscope, without the enter- 
ing shaft, is introduced under the light, and slowly pressed 
back along the passage, carefully noting any paling or lack of 
Bexibility of the membrane, at any point. Should this last 
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effort yield no evidence of undue condensation of tissue, I am 
forced to conclude that no contraction is present. 

Decided Stricture is not likely to escape notice ; it is the 
slight diminutions of the urethral calibre that are usually 
overlooked, and which may keep up indefinitely a trouble- 
some discharge. Especially at or near the meatus is Stricture 
likely to elude observation, and, in my opinion, the occurrence 
of Stricture at these points has been greatly understated by 
authorities. Not only is the inflammation unusually acute 
at this extremity of the canal, but the irritation and even 
excoriation, which often result from the use of improperly 
constructed syringes, plainly increase the tendency to plastic 
effusions about the urethral orifice. I will cite a single 
instance in point. A gentleman consulted me not long since 
on account of a muco-purulent discharge from the urethra, 
stating that he had never had gonorrhoea, nor any sus- 
picious exposure for many years. I found a decided contrac- 
tion at about a third of an inch from the meatus. On inquiry 
I ascertained that, in times past, when he was in the way of 
carnal communication with loose women, he was in the habit 
of using an injection of alum-water as a preventive of disease. 
The Stricture appeared in this case, (which I consider typical 
of a class) to be due to the teasing contact of the membrane 
by the point of the syringe. The presence of a warty or 
polypoid growth may interfere with the integrity of the 
urethral calibre — a complication which can be readily recog- 
nized by means of the meatoscope. 

The treatment of contractions of the urethral canal cannot 
be fully considered in the limited scope of this paper. I 
am in the habit of employing the usual methods, gradual 
dilatation, rupture or internal division, according to the in- 
dications presented in each case. Always bearing in mind 
the tendency of Strictures to rccontract, I endeavor to leave 
the strictured part ^fotr, rather than equal to the normal size, 
using healthy portions of the urethra as the guide, and not 
the numbers marked on the sounds. The standard measure- 
ments of the normal urethra are very well to philosophize 




upon, but, practically, we must recognize and respect a dis- 
tinct individuality in each case, irrespective of standards, or 
even of general physical proportions. A few days since I 
introduced with ease a No. 20 English sound into the bladder 
of a boy of sixteen, not overgrown. I have frequently seen 
adults whose normal urethral calibre did not apparently ex- 
ceed half that size. The not uncommon remark, that such- 
and-such a sized sound has been passed, and consequently 
no Stricture can exist, leads to frequent error. 

Engorgements of the urethral tissues occur readily after 
the discharge has nearly or entirely ceased. The introduction 
of a sound, or even the passage of urine, may cause the lips 
of the orifice to become suddenly florid, as though acute 
inflammation were present; evidently due to a want of 
contractility in the vessels of the part. Patients likewise 
complain of an aching sensation along the urethra, espe- 
cially in the perineal portion, where the deeper parts of the 
canal have bt-cn involved in the preexisting inflammation. 
For this condition I have been accustomed to make applica- 
tions to the relaxed membrane of equal parts of the sub- 
muriate of mercury and tannic acid, by dipping an undersized 
bulbous bougie in oil, then roiling it in the dry powder, pre- 
viously mixed, introducing the instrument with care until the 
buib enters the bladder, then slowly withdrawing it with a 
twisting motion. 

Sounds with little cup-shaped depressions at their extrem- 
ity (designed by Dr. William H. Van Buren, of this city) are 
I, also valuable for carrying medicated unguents into the 
urethra. The judicious introduction of unmedicated sounds 
1 or bougies of large size is also beneficial. 

For the same purpose I have frequently applied free car- 
i bonic-acid gas to the urethra, throughout its entire extent, 
I by means of a flexible catheter attached to an India-rubber 
I gas-receiver of two or three gallons' capacity. The receiver 
I is placed in a chair opposite the patient. Passing the catheter 
down to the prostatic urethra, the stop-cock is turned, and 
pressure made upon the receiver by the knee of the operator. 
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The escape of the gas along the sides of the catheter, with a 
sputtering sound, announces the successful application of the 
gas to the entire mucous surface of the canal. The tonic 
and sedative effect of this procedure is prompt and curative 
in many case of abnormal sensitiveness of the urethra, fol- 
lowing chronic inflammation. 



CHAPTER 11. 



RETROSPECT. 

IN a careful perusal of the foregoing chapter it will be seen, 
1st. That the subject of Gleet was entered upon with 
a general, if not a complete, appreciation of the causes which 
might be supposed capable of establishing and perpetu- 
ating it. 

2d. That an essential virus for its establishment was de- 
nied, and that its continuance was considered to depend upon 
pathological conditions, the result in every case of simple in- 
flammatory changes, complicated more or less by the anatom- 
ical peculiarities of the parts. 

3d, That the diagnosis, in every case, was sought to be 
established through an acceptance of all the then recognized 
pathological processes associated with disease of mucous 
membranes, and by all the mechanical aids then in use, or 
which a critical study of the subject could suggest. 

4lh. That the treatment of Gleet was, at first, based upon 
the popularly accepted value of known remedial agents, gen- 
eral and local, 

5th, That failure of treatment addressed to assumed pa- 
thological conditions, independent of mechanical interference 
with the functional integrity of the urethra, became gradually 
more and more apparent, until, on page 2i the mechanical 
obstacle was made to assume the first rank as a cause of 
gleet, 

6lh. That the slightest contraction of the norma! calibre 
of the urethra was sufficient, not only to prolong a gleet in 
spite of treatment addressed to the inflammatory state, but 
" to establish it de novo without venereal contact." 

7th. That the value of the bulbous sound was more and 
more highly appreciated and an improved form was presented, 
page 23. 
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8th. That the meatus urinarius was accepted as a guide to 
the calibre of the urethra when free from apparent contrac- 
tions, and even at that time the frequency of congenital and 
pathological contractions was beginning to be recognized. 

9th. That a distinct individuality was claimed for every 
urethra, *' irrespective of standards or even of general physical 
proportions " (p. 25). 

These positions, reinforced by the experience and earnest 
study of nearly two more years, were again brought to the 
notice of the profession in another paper read before the 
New York Journal Association, Nov. 24, 1871, and published 
in the N. Y. Medical Journal of Feb., 1872, entitled 

Remarks on Strictures of the Urethra of extreme Calibre^ with 
cases, and a Descrifiiofi of New Instruments /or their 
treatment y as follows : 

In a paper, which I had the honor to read before the N. 
Y. Medical Journal Association nearly two years since, I 
called especial attention to the influence of Strictures of large 
calibre in perpetuating a purulent urethral secretion, conclud- 
ing in the following terms : '* We may, then^ affirm as a most 
important axioviy that the slightest abnormal encroachment 
upon the calibre of the urethral canal ^ at any point in its course^ 
is sufficient to perpetuate a urethral discharge^ or ci*en^ under 
favoring circumstances^ to establish it, de novOy without venereal 
contact y 

Since the foregoing aphorism was enunciated, my experi« 
once has resulted in a daily-increasing respect for slight and 
usually unsuspected narrowings of the urethral calibre, as 
a cause of establishing local points of irritation along the 
course of the urinar}- tract. 

The following case presents a common phase of the diffi- 
culty alluded to : 

Mr. J. W. R., a surgeon, aged forty-eight years, came to 
me in June last, complaining of soreness and persistent ach- 
ing in the prostatic portion of the urethra, accompanied by a 
slight purulent discharge from the meatus. He had been a 




subject ofgonorrhceal inflammation several months previously, 
and felt confident that this had resulted in the establishment 
of a low grade of inflammatory action in the prostate gland. 
With occasional suspicions of Stricture, he had attempted to 
verify them by the use of sounds. At one time No. 25, 
of the French scale, was passed into the bladder without 
obstruction, but, on other occasions, no larger than 20 
could be introduced. He was, however, very positive that 
no organic Stricture existed, but that the irritation, caused by 
the passage of the instrument, excited a spasmodic contrac- 
tion of the membranous portion of the urethra, which arrested 
its progress. Attempting the introduction of a bulbous sound 
of as large a size as the urethral orifice would admit, viz., 
27 F., I ascertained, that there was a Stricture near the 
meatus. The bulb fitted the opening, but refused to enter. 
After steady, gentle pressure, continued for three or four 
minutes, it suddenly slipped through a narrow Stricture about 
a quarter of an inch in depth. The bulb was then easily ad- 
vanced for two inches, when another obstruction was encoun- 
tered; this gradually yielded for about an inch, after which 
the passage of the sound, onward into the bladder, was easy 
and natural. 

On the withdrawal of the instrument its bulb was arrested 
at a point 3} inches from the meatus by a Stricture which 
presented a nearly uniform resistance for one inch, when it 
again glided smoothly outward until arrested by the pre- 
viously mentioned obstruction at the meatus. The handle 
of the exploring instrument was now permitted to fall, and 
dangled from the extremity of the penis, its bulb so firmly 
held by the Stricture that not a little traction was required to 
withdraw it. 

Here, then, we had a urethra, readily admitting the passage 
throughout its whole length of a No. 25 sound, of the French 
scale, and yet the presence of two decided Strictures In its 
course w.-is positively demonstrated. 

The Stricture at the meatus was freely divided with the 
-urethrotome of M. Civiale, and a No. 2g F. sound was passed 



L 



30 STRICTURES OF LARGE CALIBRE. 

through into the bladder. This operation was repeated, with 
increasing sizes, every third or fourth day, until a No. 30 F. 
sound was passed through the urethral canal, and was repeated 
at stated intervals for a fortnight. Still the purulent oozing, 
though slight, did not cease. Believing that the full size of 
the urethra had been reached, and that the continuance of the 
discharge was due to the long-continued engorgement of 
the mucous membrane adjacent to the Strictures, the use 
of the sandal-oil capsules was advised, under the influence of 
which it was hoped the trouble would soon disappear. The 
patient continued to take the capsules for a week, at the end 
of which time the discharge had quite ceased, but he still 
complained of uneasiness in the prostatic region, and still 
found shreds of mucus in his urine. Sound No. 30 F., of the 
B^miqu^ curve, passes quite readily, but the patient com- 
plained of unusual tenderness on its passage through the 
prostatic portion of the canal. From the locality and char- 
acter of his sensations, he was confident that his whole trouble 
was in the prostate. On the withdrawal of the sound, a 
little of a grey secretion was observed at its extremity, and 
which, under the microscope, was found to be largely puru- 
lent. This secretion, it seemed to me, had been brought 
from the prostatic portion of the canal. Examination per 
rectum revealed slight prostatic tenderness, but no hyper- 
trophy. Endoscopic examination, half an hour after urinat- 
ing, revealed nothing except a slightly congested condition 
of the mucous membrane in the vicinity of the previously 
mentioned points of Stricture, and the presence within the 
prostatic portion of the canal of the secretion previously ex- 
amined. With these evidences of the existence of a chronic 
prostatitis, I injected five drops of a solution of nitrate of sil- 
ver (grs. xxiv. to the ounce of distilled water) by means of 
Dr. Bigelow's prostatic syringe. Shortly following the injec- 
tion, and for five or six succeeding days, the patient expressed 
himself as having felt a decided improvement ; he also reported 
perceptibly less flocculi in the urine. Three injections, of 
the character previously used, were administered at intervals 
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of eight days, but no further improvement resulted ; on the 
contrary, a slight reappearance of the discharge at the meatus, 
with an increase of the prostatic discomfort, had occurred 
about the seventh day after the first application of the nitrate 
of silver. These symptoms again ceased upon the second 
application, but only to return at about the same time as on 
the previous occasion; a like repetition of the advance and 
retrograde movement occurred upon the use of the third and 
last injection. Suggesting the possibility of a Stricture of 
large calibre still remaining, I introduced bulbous sound No. 
28 F., and found that it accurately measured a Stricture, 
the posterior boundary of which was 3^ inches from the 
meatus, and which had been previously dilated to No. 30 F.. 
three degrees above the supposed normal size of the urethra 
as indicated by the size of the meatus. I then introduced 
the shaft of Voillemier and passed upon it the largest dilating 
cylinder, measuring thirty-tuo millimetres in circumference, 
and corresponding with about No, zo of the so called American 
scale. Under this distention the doctor recognized distinctly 
the sensation of rupture at the point of constriction. But little 
pain was experienced during the operation, and only slight 
temporary discomfort followed it. This occurred at 8 P. M., 
November joth. Since that time the patient has been en- 
tirely free from the old unpleasant sensations in the prostate, 
and also from any sign of discharge from the urethra; the 
only evidence of any trouble continuing, is the slight mucous 
flocculi that still appear in the urine. 

I have now under my care another case, Mr. A., aged 
twenty-eight, in whose urethra some half-dozen bands of 
Stricture from one-eighth to one-fourth of an inch in breadth 
are present, anterior to the bulb. These have been dilated 
so that conical sounds from No. 28 to No. 30 F, have been 
passed with more or less difficulty, at intervals of from four 
to eight days, for nearly two months. A few days since I 
introduced Voillcmier's divulsor with shaft thirty-two milli- 
metres in circumference (the largest attainable), and with but 
little more discomfort to the patient than that which had 
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follo'ved the use of the 30 F. sound 
26 F. still defines the bands of 
Stricture very distinctly. Such a 
degree of resiliency, in my own ex- 
perience, is uncommon, although 
I have seen repeated instances 
where it was almost as great. 

On a former occasion, the im- 
portance of recognizing a distinct 
individuality, in every urethra, was 
insisted on, and likewise, the meas- 
urement of the calibre of each, 
not by any popular standard, but 
by the introduction of the largest- 
sized bulbous sound that would 
pass the uncontracted meatus. 
With this as a guide, the discovery 
of urethras presenting a calibre 
freely admitting a 30 F. sound 
will not prove of so rare occur- 
rence as at present supposed. 
Contractions at the meatus are a 
fruitful source of failure to appre- 
ciate abnormal narrowings of the 
urethra; the complete suppleness 
and resiliency of the tissues of 
the normal meatus is a good test 
of its freedom from organic Strict- 
ure, but congenital contractions, 
to a greater or less extent, are not 
unfrequent. Here, both the nat- 
ural suppleness and resiliency may 
be present, and the deformity may 
escape notice, unless carefully 
sought. Wherever a bulbous 
sound can, by a gentle pressure 
of three or four minutes* dura- 
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tion, be made to slip into the fossas navicularis. and in the 
withdrawal is abruptly arrested, the indication for the free 
division of the meatus is positive; without it no efficient 
exploration of the deeper parts can be effected. 

The chief embarrassment which arises, after the demon- 
stration of these Strictures of large calibre, is from the lack of 
instruments of sufficient size to divide or rupture them. The 
largest divulsing instrument of Mr, Thompson, of London, 
will not expand to a size equal to more than 28 F. The 
largest capacity of Mr. Holt's instrument is not greater. My 
own Holt, purchased some years since, had only a divulsing 
capacity of 25 F. until I had a larger cylinder made, which 
brought it up to twenty-eight millimetres. The instrument 
of largest capacity for the internal division of Stricture is that 
of M. Maisonneuve, and, with the widest blade, this only cor- 
responds to a sound /r('f«/f-«^A/ millimetres in circumference. 
It is scarcely necessary to call attention to the entire incapa- 
city of dividing or c^ivulsing instruments to deal efficiently 
with Strictures occurring in urethras whose normal calibre 
exceeds their own measurement. 

The divulsing shaft of Voillemier. measuring thirty-two 
Tnillimctres in circumference, and which is the largest instru- 
ment of any kind at present in use for operations on Strict- 
ure, failed to rupture the Strictures in the case of Mr. A., 
previously cited. Of what possible consequence, it may be 
asked, is the presence of a Stricture, of a calibre sufficient to 
permit the passage of a No. 32 F. sound, where the normal 
calibre of the urethra is evidently several miilimetres smaller? 
Briefly, that experience has shown the power of such Strict- 
ures to keep up irritation, and even a purulent secretion, at 
various points along the urinary tract, as was the case in the 
instances just related. Simple over-distcntion of such Strict- 
ures, or of any Strictures, is at best but a temporary expedi- 
ent. Complete rupture or complete division is the only 
method by which the speedy return of a Stricture to its origi- 
nal point of contraction can be prevented. Every practitioner 
I of much experience in operations for Stricture must have 
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b'ien =trjck with the lack of uniformity in results by any and 
cv':r\- method, as shown by the return of patients for treat- 
ment, after variable intervals from the date of operation. 
Tixr'Ang into consideration the difference in the regularity 
v.ith which patients continue the use of dilating instruments 
after an operation, it is evident that data on this point must 
of necessity be very imperfect ; but I have noticed, in cases 
li'hcre no after dilatation zi'as practised ^ more permanent 
rcfiults in operations upon tight Strictures than upon those of 
large calibre. This, it has seemed to me, was because the 
ti^'ht Stricture was more thoroughly ruptured or divided^ and 
that the Stricture of large calibre was more likely to be simply 
over-distended or imperfectly divided, on account of its in- 
ferior density and greater dilatability, as well as from insuf- 
ficiency in size of the instruments employed. 

The great defect in all the means now in use for operations 
upon the variety of Stricture under present consideration, viz., 
those of large calibre, is their want of adaptability to the 
dimensions of the Stricture upon which operation 'is required. 
In operating on the flaccid urethra the amount of resiliency 
of the Stricture is undetermined ; the divulsing shaft is, there- 
fore, selected without exact data, and the size of the blade in 
the cutting instruments being left to conjecture, is liable to be 
unsuited to the case. In small Strictures a certain positive- 
ness of result is attainable, the Stricture is divulsed or divided 
to an extent sufficient to relieve present emergency, but there 
is no assurance that the rupture or the division has been 
complete, and, unless this result is attained, the return of the 
Stricture to its former dimensions is certain, and likely to be 
speedy, unless combated by the regular and frequent use of 
suitable dilating instruments. I would not be understood as 
at all undervaluing the great advantages, nay, blessings, that 
have resulted, and must continue to result, from the intelligent 
use of the admirable instruments of Maisonneuve, Holt, and 
others. In their prompt and ready relief of close Strictures 
they Kave little to be desired, and must always occupy a prom- 
inent place in cases of emergency, when the chief consideration 
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is to relieve a threatened or actual retention of urine. I simply 
hold that there is an uncertainly in the extent of their action ; 
uncertainty as to whether or not the Stricture has been com- 
pletely divided, or whether other tissue, besides that involved 
in the contraction, has not also been divided or othenvise in- 
jured ; and that, in Strictures of large calibre, they are, as at 
present constructed, often entirely insufficient. With the 
view of supplementing these important defects, I have de- 
signed the accompanying instrument, which was manufactured 
very perfectly by Messrs. Tiemann & Co.. 6^ Chatham St., 
under my direction, and especially intended for operating upon 
the Strictures of Mr. A., in whose case the 32 F. shaft of 
Voillemier was used without effecting their rupture. 

The instrument, which 1 term //te Dilating Urethrotome, 
consists of a pair of steel shafts (A & B, Fig. i), connected 
together by short pivotal bars, on the plan of the ordinary 



parallel ruler, as shown in the expanded instrument, at Fig. 2. 
Its expansion and contraction are effected by means of a screw 
which traverses the handle connected with the lower shaft 

»and is moved by means of the finger-button (C). Attached 
to the distal end of the screw is a pair of short, curved, regis- 
tering arms, seen at D. Fig. I, which ride through grooves 
on either side of the shafts {A & B), and are marked, on one 
side, with the divisions and corresponding figures of the 
American scale, on the other with those of the French, in 
millimetres. Connected with the screw in the handle, the 
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rise and fall of this register indicate exactly the degree of 
separation of the shafts, and consequently the precise progress 
of the dilatation. Upon the inferior shaft (B) is engraved a 
scale of inches and quarter inches, by which the depth of its 
introduction into the urethral canal may be noted. Up to 
this point the instrument is simply a divulsoVy and may thus 
be used by introducing it into the urethra until its distal 
extremity is beyond the supposed point of Stricture ; the 
finger-button (C) is now turned, dilating the instrument, until, 
if considered desirable, the Stricture is completely ruptured. 

The upper bar of the instrument, which is hollowed out, 
IS traversed by a urethrotome (Fig. 3),* the distal extremity 
of which terminates in a little metallic knob or indicator, (F, 
Fig. 3); by the metallic handle (G, Fig. l) of the canula of 
the urethrotome, it is moved, at will, through the entire length 
of the shaft (A) of the divulsor ; a small button-screw (H), 
secures the canula at any point. Running through the canula, 
and attached to the handle (I), is the staff of the urethrotome, 
terminating in a thin, narrow, spring blade, which, when at the 
extremity of the canula, is concealed in the deep groove which 
extends on its superior aspect through its entire length. On 
withdrawing the handle of the urethrotome (I), (its canula 
being fixed firmly at any given point by the button-screw,) 
(H), the spring blade (J, Fig. i) rises out of the groove by 
means of a little elevation on its floor, rides over it, displaying 
the full width of the blade (from one to two lines) for half an 
inch, when it again drops down, and is concealed in the groove 
of the canula. 

The instrument, with its contained urethrotome, having 
then been passed down beyond the supposed or known point 
of Stricture and dilated until the Stricture is made tense, the 
button-screw (H), is turned, releasing the canula, which may 
then be drawn carefully outward until the knob or indicator 
at its extremity is arrested by the Stricture. The canula is 
then advanced about half an inch and secured by a turn of 

* This form of urethrotome, with concealed spring blade, was invented by 
M. Ricord, of Paris, and presented to the profession some years since. 
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the button-screw (H); a rapid movement of the handle (I), of 
the urethrotome outu-ard brings its blade up through the 
Stricture from behind forxvard, incising it almost instan- 
taneously, and passing down again into its concealment. The 
finger-button at the tftctremity of the handle of the divutsor 
is then turned, and the instrument again dilated sufficiently 
to ascertain whether or not the Stricture is completely divided : 
if not, the knife may be passed Aqwyi, from before backward, 
completing the operation. Should other Strictures be present, 
the use of the indicator, the urethra being kept tense, will 
reveal the exact locality of each, and the blademay be applied 
as required. The especial advantages claimed for this instru- 
ment are, that it first makes the Stricture tense, thereby Es- 
tablishing it as a fixed point; that it is capable of being 
adapted to Strictures of any size within its compass ; that it 
accurately deiines their locality and extent ; that it attacks a 
tense instead of a fiaccid Stricture, and hence, that its work is 
approached with confidence; that its incisions are made with 
case, at a predetermined point, depth, and exlent, instan- 
taneously, and with the slightest possible discomfort to the 
patient ; and, lastly, that it combines great strength with ease 
and simplicity of manipulation. Since t^e completion of the 
instrument, four weeks ago (May, 1870), I have operated 
with it on six cases of Stricture in the ante-bulbous portion 
of the urethra, with complete success and satisfaction in every 
particular. Its compass is from 23 F. to 34 F.. corresponding 
to 13 and 21 of the English scale. Messrs. Tiemann & Co. 
are confident of their ability to make one of similar pattern 
which shall range from 23 F. down to 18 P., corresponding to 
13 and 9 of the English scale, and so curved that it may be 
readily applied to the deeper portions of the urethra. But it 
is for operating upon Strictures of large calibre that this in- 
strument has been designed, and, except in such cases, especial 
superiority over others in use is not claimed.* It will, how- 

* The only dilaling urelhrotime of which T find any record is that of M. Rey- 
bard (Traili Praliijue dct Rclr^citscmcnlt Du canal de I'Urilre, par M. le Dr 
, Reybard, P>rb, 1843. p. 105). The ptiaciple^ on ulilch ihe ini.lrame!it of M 
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ever, I think, prove a valuable aid in completely restoring the 
natural calibre of urethrae that have been imperfectly operated 
on by other instruments. 

Rcybard was constructed required long and deep ificisions of the urethral canal, 
in consequence of which " the instrument, never extensively used, has fallen inu 
disuse " (Thompson on Stricture of the Urethra. Third edition. London, i86^ 
p. 235). 



CHAPTER III. 



RETROSPECT. 



THROUGHOUT the period covered by the preceding 
chapter, it will be seen, 1st. That there was a steady 
progress of the mechanical views in regard to the nature and 
continuance of gleet. 

2d. That the meatus was practically rejected as a guide to 
the normal urethral calibre (p. 32). 

3d. That the incapacity of all the then known instru- 
ments for dividing or divulsing urethral Strictures was demon- 
strated (p. 33). 

4th. That complete sundering of Stricture was necessary 
to prevent speedy re-contraction (p. 34). And hence, that an 
instrument of wider scope and more certainty in action was 
required. 

5th. That to fill these indications my first dilating urethro- 
tome was invented, and presented to the profession as the- 
oretically capable of completely dividing Strictures of large 
calibre. 

The apparently successful practical application of the 
instrument in six reported cases was not deemed sufficient 
to warrant more than a casual mention, and this but as an 
incentive to a more extended trial of its qualities. 

During the succeeding year (iS/O-'/i) my experience in 
the use of the dilating urethrotome had extended to the divis- 
ion of fifty-seven bands of Stricture in twenty-seven patients. 
In every case the presence of long standing gleet was associ- 
ated with the Strictures. In every case, cure of the gleet fol- 
lowed rapidly on the removal of the Strictures and in five 
cases complete absorption of the Stricture tissue was found 
to have occurred, a fact verified by the distinguished surgeons 
mentioned on pages 48, 49. These results, so remarkable and 
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Opposed to the teachings of all authorities and experience. 
were accepted with reserve by other sui^eons who were prac- 
tically cognizant of their truth, and not less so by myself, 
final judgment being deferred until a larger experience should 
have accumulated. They were however deemed so important 
that it was thought advisable to present the subject up to that 
date, to the Medical Society of the State of Xew York, to- 
gether with a new form of dilating urethrotome adapted for 
use in Strictures of smaller calibre. Accordingly at the Feb- 
ruary rr.'.'^rir.g of that Society in 1S73, I read the following 
paper ; 

On Stricture of the Urethra. Results of Operation v:ith the 

Dilating Urethrotcme, liith Cases. 

In a \jhy:r r^-^ifl before the Medical Journal and Library 
A.si-ociatiori of the city of New York, and published in the 
New \<,r\: y[*jV\f.:i\ Journal of June, 1870, especial attention 
was circct'-'i to the influence of Strictures invading but 
sli;4litiy \.h<: caiibpj of the urethral canal, as a cause of puni- 
lent urethral (ii -charges. It was then claimed that "the 
slightcr^t abnormal encroachment upon the calibre of the ure- 
thra at any j^oiiit in its course is sufficient to perpetuate an 
exi.^ting urethral di.-^char^e, and even, under favoring condi- 
tions, to establish it, (h noro, without venereal contact." 
Through an article j>ubli-hed in the same Journal, in Feb- 
ruary, 1872, this position was recnforced by the results of a 
further exi)erit:nce and study of the subject. A number of 
cases were then cited, where a chronic purulent urethral dis- 
charge was associated with, and apparently dependent upon, 
the presence of one or several distinct bands of Stricture, and 
where, on account of the large calibre of the Strictures, the 
use of the largest divulsing instruments of Thompson, Holt 
and Voillemicr, had proved ineffectual in rupturing them. 
The entire incapacity of those instruments, as well as of the 
cutting instrument of M. Maisonneuv^e, was demonstrated by 
actual measurements which proved the divulsing capacity of 
the largest instrument of Thompson to be no more than 
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I- English, or 2S millimetres in circumference ; .that of Holt, 
as usually constructed, about the same ; that of M. Voillemier 
iqJ English, or 32 F. ; while the cutting instrument of M. 
Alaisonneuve, with widest blade in use, did not exceed a ca- 
pacity of 2 1 milHmetres in circumference (corresponding to 1 1^ 
of the English scale) ; and this blade had been objected to by 
eminent surgeons on account of its extreme dimensions. 

Among the cases presented in proof of this alleged inca- 
pacity was one of Mr. A., in whose urethra some half a dozen 
bands of Stricture were present, anterior to the bulb. The 
history of this case is as follows : 

Mr. A. came under my observation November 22, 1865, 
having a chronic urethral discharge, following a gonorrhoea 
contracted a few months previous. He had used various in- 
jections, which failed to afford more than temporary relief. 
Examination revealed a decided contraction of the meatus, 
which was at once freely divided with Civiale's urethrotome ; 
after which, under the use of astringent injections, the dis- 
charge soon ceased, and he had no further trouble until May 
20, 1S67, At this time, after an impure connection, the puru- 
lent discharge rc-appeared. Again treated with mild injec- 
tions, and full sized sounds, the discharge ceased on the eighth 
day. June 29, 186S, he again presented himself with a return 
of the discharge, which, being submitted to treatment of the 
same character as before, disappeared, but more slowly, only 
ceasing on the 22d of July. Remaining well up to June "j, 
1S71, he returned with the same difficulty. Endoscopic tube 
No, 20 F. was passed easily down to the bulbous portion of 
the canal. On withdrawal, the urethra was found generally 
congested, presenting at several points a sensitive, granular 
surface. Bulbous sound No. 22 F. met with slight resistance 
at an inch from the meatus, and also at the sensitive points 
beyond. On withdrawal, the bulb was firmly held at an inch 
and a quarter from the meatus, when a Stricture, one-fourth of 
an inch in breadth, was positively defined. This Stricture was 
incised with a narrow, straight bistoury, and the granular 
points were submitted to applications of a solution of nitrate 
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of silver through the endoscope. Under this treatment the 
discharge diminished, but did not cease entirely, althoug^h the 
granulations had disappeared, and the mucous membrane was 
of nearly uniform color throughout the straight portion of 
the canal. Gradual dilatation was then made, and treatment 
by injections and medicated bougies, resorted to at regular 
intervals, combined with the internal use of cantharides and 
iron, and later with the oil of the yellow sandal-wood, until 
August 14, 1871, by which time the calibre of the urethra 
was brought up to No. 30 F. The 30 F. bulbous sound was 
then used, and by its aid a Stricture one inch from the meatus 
was recognized (on the original site), and passed with some 
difficulty. No. 28 F. bulb detected the same obstruction, and, 
being carried to the deeper portion of the urethra, on with- 
drawal, yf^r other bands of Stricture were defined : one at four 
and a half inches from the meatus, one at four, one at two 
and a half, one at two (each about a quarter of an inch in 
breadth); and another, of nearly half an inch in breadth, at an 
inch and a half, and separated by but a narrow interval from 
the one previously operated on at one inch from the meatus. 
No 30 F. conical sound was then passed down through all, 
immediately after which No. 28 F. bulb was again passed, 
which on entrance and withdrawal, again positively defined all 
of the above mentioned Strictures. This was on August 14, 
1 8/ 1. I then introduced the divulsing instrument of M. 
Voillemier, and drove the largest shaft (No. 32 F.). rapidly 
down through all. The resistance to its passage was not 
sensibly greater than that previously found in passing No. 30 
F. sound. After the operation and at the same sitting. No. 
28 F. bulb was again introduced, and still distinctly defined 
all the strictured points ; even No. 26 F. bulb indicated the 
points of contraction. 

Having thus failed to rupture the Strictures with the 
largest instrument available, and finding that the largest 
blade of the urethrotome of M.Maisonneuve could only 
reach to the calibre of No. 21 F. and the patient continuing 
unrelieved of his discharge, I devised an instrument for the 
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purpose of efiectually dividing the Strictures, upon tlie prcs- 
I ence of which I confidently believed the persistence of the 
I discharge to depend. This was presented to the profession. 
in an unfinished state, at a meeting of the Medical Journal 
and Library Association, November 24, 1S71, after a brief 
allusion to the salient features in the case of Mr. A., just 
cited, as the one for the complete division of whose Strictures 
it had been contrived. This instrument, which I have termed 
the Dilating Urethrotome, 1 had the pleasure of presenting to 
the Association after having tested its efficiency in the case 
above related, and in the treatment of other Strictures of 
large calibre. 

On the morning of the I2lh of January, 1872, adapting 
this instrument to the calibre of Mr. A.'s Strictures, and hav- 
ing made such tension as the patient could comfortably bear, 
I drew the blade of the urethrotome through the anterior 
Stricture, one and a half inch from the meatus, cutting from 
behind forward, then giving the dilating screw half a turn 
more, I incised it from before backward, closed and withdrew 
tie instrument. On examination of the result with the 30 
F. bulb, no resistance in entrance or withdrawal could be 
detected at the site of the Stricture. The patient averred 
that he had not experienced the slightest pain on the passage 
of the knife ; the subsequent hsmorrhage was very slight, and 
ceased in a few moments. Mr. A. then went down to his 
business. He called on the following morning, and stated 
that he had accomplished his usual work on the day previous 
and had had no discomfort since the operation, except a 
I slight smarting on urination. 

On the I Ith of February I operated in the same manner 
I -on the second anterior constriction, with the same result as 
[ In the first. 

On the 24th of February, examination showed a complete 
[' freedom from obstruction at the points previously incised, 
f snd an entire absence of the purulent discharge. At this 
I date, I operated on the two succeeding Strictures — one at 
\ two inches and one at two and a half^and the patient was 
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directed to use the 30 F. sound daily until no bleeding 
followed. 

On Monday, March 4th, the remaining Strictures, at four 
inches and at four and a half, were divided, and the cut sur- 
faces kept asunder, by the occasional introduction of a sound, 
until March 11, 1872, subsequent to which date no treatment 
of any kind has been resorted to. Early in October last, 
seven months from the date of the last operation, Mr. A. 
called to consult me in regard to a difficulty unconnected 
with his genito-urinary apparatus. On inquiry, I ascertained 
that he had had no evidence of any trouble with his urethra 
since his last visit, on March 12th. In a careful examination 
of his urethra with No. 30 F. bulbous sound, I was now una- 
ble to detect the slightest contraction or lack of suppleness 
at any point. 

Case II. — November 16, 1871. — Mr. M. S. came to me 
with the following history: Had gonorrhoea first ten years 
since; was treated without injections; disease lasted several 
weeks. A couple of years subsequent to this he had a whitish 
discharge from his urethra, which he first noticed shortly 
after connection with a woman who had scarcely completed 
her menstrual period. The difficulty was quite painless, but 
lasted noticeably for four or five months. One year after, or 
seven years ago, he had what was supposed to be a fresh 
attack of gonorrhoea, in which the inflammation ran very high, 
and lasted for several weeks. In this seizure he was treated 
by injections, in addition to internal remedies. A gleety 
discharge followed the acute symptoms, and lasted for a 
year, when a third acute attack occurred. To this last he 
paid no especial attention, until inflammation of the left 
testicle supervened and confined him to his bed for several 
weeks. From that time he received occasional treatment for 
a gleet, which still annoyed him, but he never obtained more 
than temporary relief. On one occasion, following a connec- 
tion, severe irritation at the neck of the bladder was set up, 
which, after a few weeks, appeared to yield to homoeo- 
pathic treatment, and left him with his old gleet which con- 




tiinici] with slight variations up to November i6, 1871. On 
this date I examined his urethra ; meatus apparently healthy 
and of normal calibre— No. 2S F. Bulbous sound No. 20 F. 
revealed a Stricture one and a half inch from the meatus, 
exceedingly sensitive, and bleeding freely at the slightest 
touch. 

November \<jtk. — Conical sound No. 2! F. was passed 
under protest, on account of the sensitiveness of the part ; 
free bleeding again followed. 

February 24/A.^Occasional introduction of sound since 
the last record has relieved the sensitiveness and tendency to 
htcmorrhage, and raised the calibre up to 23 F. Bulbous 
sound again used, and showed the Stricture at one and a half 
inch from the meatus to consist of three distinct bands close 
together — the first one-fourth inch in breadth, the second 
half an inch from it, of about same breadth, and the third 
separated from it by scarcely a quarter of an inch. The dila- 
ting urethrotome was then introduced with the blade, set for 
the posterior Stricture, expanded up to 26 F., which was all the 
patient would bear, and the Stricture was incised from behind 
forward, and also from before backward, without moving the 
instrument. It was then closed and set for the anterior 
Stricture ; this was also divided, the instrument closed and 
withdrawn. The patient remarked that the pain of the entire 
operation was not sensibly greater than that following the 
first introduction of the sound. The incision bled quite 
freely, but the haemorrhage, under gentle pressure, soon sub- 
sided. The results of the cutting were not then examined. 

/V"ir«<ir>'27/A.^ Examination with No. 27 F. bulb showed 
resistance, on entering upon the site of the second Stricture. 
I On withdrawal, a narrow band was found remaining: this 
■"Ivas cut, March 8th. after the manner of the previous opera- 
P tion, and No. 27 F, bulb passed beyond the site of the Strict- 
ures, until, at three inches from the meatus, another narrow 
band was discovered, and at four inches still another. Al- 
though these last Strictures were distinctly appreciated by 
the patient as well as by myself, he expressed an unwilling- 
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ness to submit to any further interference until he could 
ascertain whether or not the previous operations would give 
him relief from his discharge. 

March 2id, — Patient has introduced No, 27 F. sound past 
the seat of his anterior Strictures at intervals of a day or two 
since his last visit, as directed by me, in order to maintain 
the complete separation of the previous incisions. This was 
advised to be continued until no oozing of blood followed 
the use of the instrument. The locality of the wounds made 
in the previous operation was examined through the endo- 
scope, and healing was seen to have been complete, but the 
discharge was still present. At this time, by the patient's 
request, the dilating urethrotome was introduced, dilated to 
No. 27 F., and the deeper Strictures were again examined and 
readily defined by means of the indicator attached to the ex- 
tremity of the canula in which the blade of the urethrotome 
runs. The instrument was then adjusted for the posterior 
Stricture. This was rapidly incised on its superior surface. 
Settin^r it ac;ain for the anterior band, a like incision was 
made tlirouc;h it ; a turn of the dilating screw^ giving no pain 
to the patient was the evidence that the division of the 
Strictures had been complete ; but the patient, fearing an 
im[)crfect result similar to that occurring in the first opera- 
tion, requested that the Strictures might be incised on the 
inferior surface also. Seeing no objection to this, I did so, 
measuring their locality from the outside, as they could no 
longer be distinctly defined by the indicator. The incisions 
on the superior aspect of the urethra were attended with but 
little h«x*morrhage, but those on the inferior surface were fol- 
lowed by copious bleeding, which was only controlled by the 
introduction of a large flexible bougie. Removing it after an 
hour, a gush of blood followed. It was then readjusted and 
retained by a bandage, for the night. The following day, on 
removal of the bougie, blood again flowed freely, A hard 
rubber tube was then introduced, through which the patient 
could urinate. This was worn constantly for the three suc- 
ceeding days. No. 28 F. sound was then introduced with ease, 
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and patient directed to pass it upon himself daily for one 
week, since which time I have not treated him for his Strict- 
ures. The gleet disappeared, without other care, in about 
a fortnight after the last cutting, and he has remained free 
from it up to the present time. I made a careful exploration 
of the urethra of this patient in the early part of October 
last (1872), nearly seven months from the date of the last 
operation, with No. 28 F. bulbous sound (the previously noted 
calibre of the meatus), and was unable to detect any remains 
of Stricture at any point. 

Case III. — Mr, J. C, came under my care in July, 1870, 
with the first attack of gonorrhcea. which lasted for two 
months, under a combined treatment of copaiba and injec- 
tions. Subsequent to this, from drinking much beer, he had 
several returns of the discharge, which readily disappeared 
under the use of mild injections. In July, 1871, a profuse, 
painless purulent discharge followed a suspicious connection. 
This resisted the usual local means, but was controlled by 
large doses of the oil of the yellow sandal-wood (twenty drops 
three times a day), but reappeared on the withdrawal of the 
remedy. Examination, December, 1871. revealed a congenital 
contraction of the meatus, admitting only 16 F. I cut it with 
Civialc's Urethrotome, and introduced 24 F. E.\amination 
with the endoscope showed two broad inflamed and granular 
surfaces, involving the entire circumference of the urethra, at 
about two inches and five inches from the meatus. These 
were treated by the application oi a 30-grain solution of the 
nitrate of silver through the endoscope, at intervals of three 
or four days, for about a month. Under this treatment the 
mucous membrane was apparently restored to its normal 
condition, the discharge ceased, and the patient was believed 
to be cured. Within a few weeks, however, after a debauch, 
the difficulty returned, and continued, without treatment, for 
several months. January, 1S72, he presented himself with a 
scanty, thin, purulent discharge. Examination detected 
Stricture at two inches from the meatus; No. 24 F, bulb passed 
,. , it with difficulty, and on withdrawal was sharply and firmly 
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held. Passing the instrument farther, another band of Strict- 
ure was recognized at four and a half, one at four and three- 
quarters, and one at five inches. The anterior Stricture \4*as 
then divided by the dilating urethrotome, and 30 F. sound 
passed easily through. This instrument was directed to be 
passed daily until healing of the wound was complete. March 
30th, some discharge, though thin and scanty ; no obstruction 
to passage of 30 bulb through site of anterior Stricture, but 
it was arrested at 4i inches. The dilating urethrotome was 
then introduced, and the three posterior bands previously 
described were dilated and cut above and below; after which 
operation 30 bulb passed without hinderance through all. 
Patient directed to use 30 F. sound, until no bleeding ensues. 

After this time I lost sight of this case, until January 30, 
1873, ^ period of ten months, when, accidentally meeting him, 
1 requested an opportunity of ascertaining the results of the 
operations. He stated that the discharge continued forabout 
six weeks after the last operation, and that he had had none 
since, although he had drunken very largely of beer, which 
had, previous to the operations, always brought back the 
discharge. Kxamination with bulbous sound 30 F. failed to 
detect the slightest trace of a Stricture in the course of his 
urethra. No. 31 was also passed and withdrawn without de- 
tecting any uneven ness in the urethral walls at any point. 

In connection with the three cases above cited, it seems 
proper for me to state that, with the consent of the gentle- 
men operated on, I invited several prominent surgeons of the 
city of New York to meet them at my office on the 2oth day 
of December, 1872, for the purpose of critical personal exami- 
nation of the results of operations with the dilating urethro- 
tome. Dr. Henry B. Sands and Dr. Robert F. Weir r^ade 
the examination in the first case, that of Mr. A., with No. 30 
F. bulbous sound ; in that of Mr. S., the second case, with 
No. 28, and completely confirmed my impressions as to the 
entire absence of any abnormal condition in the urethra in 
both cases. Again, on the first day of Februar}', 1873, the 
three cases above related, together with that of Mr. W. (op- 
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fated on in May, 1873, for two Strictures, one at one-third 
f an inch from meatus, and one at an inch and a half) — 
taking in all four cases (comprising originally eighteen bands 
f Stricture) were critically examined at my office by Drs. J. 
Jr. S. Gouley, Thos. T. Sabine, and Fred. D. Sturgis, of New 
pork, and Dr. F. D. Lente, of Cold Spring, New York. 

The examination of Mr, S, (previously examined by Drs. 
hnds and Weir) was made with the bulbous sound No. 28 F. 
1 this case there had been no abnormality at or near the 
^atus, and 28 had been accepted and registered as the nor- 
llal calibre of his urethra before the operations were made. 
In the remaining three cases the 30 F. bulb was first used, 
and afterward No. 31, without detecting in cither case any 
obstruction or uncvcnness in the course of the urethra, either 
in the insertion or in the withdrawal of the instrument. I have 
now opcratL-d with the dilating urethrotome on 58 bands of 
Stricture, presenting in 27 patients. The presence of long 
standing gleet was the cause of their seeking relief in every 
instance. And in every instance, with one exception, the gleet 
had disappeared within 24 hours as the shortest and one 
month as the longest time after the final operation. The 
exception was in the case of J. C, case third reported, where 
frequent indulgence in venery and alcoholic stimulants was 
kept up throughout the treatment. This list, moreover, in- 
cludes four cases where a Stricture was left uncut in the curved 
portion of the urethra beyond the reach of the instrument as. 
then constructed. 

In no case was any after-dilatation practised by me or by 
my direction, subsequent to the healing of the incisions. In 
one case a gentleman, who had for years been in the habit 
of occasionally passing a steel sound, continued to do so 
every two weeks for a couple of months succeeding the divis- 
ion of his Strictures ; but finding, as he said, " not lite least 
resistance" he abandoned its use. With the exception of the 
operation in Mr. S., which was followed by a troublesome 
haemorrhage, nothing has occurred in any case to interfere 
with the regular habits or occupation of the patient. The 
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t:!:i::-t:::'. :? ::.ji:"e cf Icirg ir.ade so gradual that no shod 
if cvj ..:;-r.cci :>:rr. :r.3.t Ciu^e. and the tension falling soldr 
rr. :: J S:r:c:v;r-:f. rirctr? then: ainr.ost and often wholly m- 
r.r.r.ti.c: :hj5 th^- :r.c:r::r.5 are virtually painless. I have, 
tht.re:":re. :r. r. : ci?c r receded or followed the operation by 
t h e ac rr. : r. : ? : r:;.: : ■; r. c :' c j : r. : r. e c r n: crphine, as has al wa}*s bea 
rr.y hab:: when cr.-.r.iyir.^ the :r.5truments of Holt, Thomp- 
= ■: r.. and Miir-ir.r.cuve. L'urfr.^ the frequent use of this fonn 
cf c:'.:.::r.^ jrcthrotcrr.e. the cb'ections which have suggested 
thcm?elve> are — i. h? 'ar^e size, it being of a circumfereoce 
of 23 miilin^etre?. ecual to 13 of the English scale, vhcn 
closed, and not capab'.e cf n^aterial reduction. 2. That it is 
ir. capable of bcir.^ -jfcd ir. the curved portion of the urethra. 
KLC(»L;ni2:ini; the in::*, rtance of combining dilatation vith 
division in the trcatn'icr.t c«f urethral Strictures, and apprecia- 
ting^ the defects in n:y instrument, my friend. Dr. J. W. & 
CiMuley. of New York, ccntrived an instrument, with expands 
in-^' springs, intended to rcn^.edy these defects. Dr. Gouley's 
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instrument possessed the great advantage of having a circum- 
ference of no more than 12 millimetres, equal to No. 5 of the 
En^dish scale ; but it was open to the objection that, on 
account of the elliptical shape which the dilated springs 
necessarily assumed, the tension on the Stricture might be 
easily lost by sli<^^ht slipi)ing of the instrument, when failure 
in comi)lete division of the Stricture would inevitably result. 
To avoid the possibility of such an accident, and to reach the 
deeper portions of the urethra, I devised the instrument 
which I now^ present. This specimen, also constructed by 
Messrs. Tiemann & Co., is equal in size to 13 millimetres, or 
hi of the English scale, and is capable of material reduction. 




original instrument is constructed. The cutting apparatus is 
also virtually the same. An independent rod. terminating in 
a blunt elevation, plays the part of the bougie-lt-boulc for the 
detection and location of the Stricture points. In order that 
it may readily be passed down into the curved portion of the 
urethra, its shaft, which terminates fh a copper probe-point, 
may be easily adapted to the curves of the deeper portions 
of the canal, and also enables the operator to arrange it for 
cutting at will upon either the superior or inferior aspect of 
the urethra, and, when straightened, can be used as well for 
operation upon Strictures in the straight portion of the canal ; 
a movable hard rubber slide marks the required depth of in- 
sertion. Its efficiency was demonstrated at my office, January 
29, 1873, in the presence of Dr. F. D. Sturgis, of New York, 
by the complete division of a Stricture of a previously ascer- 
tained breadth of three-fourths of an inch, and situated one 
and three-fourths inch from the meatus ; the calibre of the 
canal was thus raised from 23 to 28 millimetres by a single 
passage of the knife. This instrument has an expanding 
power up to 40 F. 

In the above recital of my experience with the use of the 
dilating urethrotomes, it will be observed that two somewhat 
novel ideas are suggested — i. That a very considerable num- 
ber of cases of chronic urethral discharge are dependent upon 
the presence and influence of comparatively slight contrac- 
tions of the urethra! calibre; and 2. That the complete 
division of the cicatricial tissue producing such contractions 
may be followed by an entire absorption of the cicatricial, or 
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strictuie tissue, and this quite independently of the loi 
contiiuicd use of sounds insisted on by all authorities 
necessary to prevent rc-contraction of the Stricture. Now 
regard to the dependence of chronic purulent secretion up 
interferL-ncc with the calibre of the urethra, it may be stal 
that, in order to elTect a complete emptying of its contc 
after micturition, a complete and healthy action of the m 
cular layer surrounding it must occur. The presence of : 
condition which interferes with this, necessarily produ 
irrc^'ular and imperfect emptying of the urethra ; its ac 
contents are retained for a time, and to a degree, suffid 
to become a cause of irritation. Thi.s, it will readily 
seen, may occur from such a slight plastic infiltration 
simply interferes with the suppleness of the tissue withi 
interference with the* normal calibre of the canal. Tl 
Strictures, dilated even beyond the normal size of the u 
thra, still may give rise to an irritating influence uj 
the mucous lining of the canal. When, besides, th 
is an ottnal narrowing in the course of the urethra, "i 
urine impinges with more or less force upon the contract 
point, ihe column of fluid isarrcsted, and in proportion to 1 
de;^'ree of arrest is the force of the blow upon the muc( 
surface at that point ; more or less hypera;mia ncces-sai 
ensui's, and a condition is soon established well adapted 
prolong an existing gonorrluL-a or gleet, or upon slight ; 
ditiunal cause, such as venereal excitement, or even an unu: 
ally acrid condition of the urine, to result in the establi; 
menl of a muco-purulent or a purulent discharge withe 
antecedent contagion." 

In fl.iiming the general dependence of chronic ureth: 
discharges upon disturbance of the urethral calibre, I am r 
unaware of the importance attached by many specialists 
the presence uf local points of granulation, orpapillary hypi 
trojjhy, along the course of the canal. Accepting the vie' 
of Desormeaux. Cruise, and others, I h.ivc, in days past, be 
a firm believer in the value of the Endoscope for deflni: 
those points with Certainty by ocular inspection ; and 
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the efficacy of local treatment by strong solutions of the 
nitrate of silver applied to the granulated surfaces through 
the Endoscope ; but I have, of late, so frequently observed 
the same appearances, and by means of ihe larj^e bulbous 
sounds have been able to detect bands of Stricture underlying 
them, and further, have seen the granular condition of the 
mucous membrane promptly disappear upon the complete 
division of the Stricture, without any other treatment, that 
I have come to look upon the Endoscope as a mischievous 
invention as used for the relief of chronic urethral discharges. 
The improvement and often apparent cure, which I have seen 
resulting from local applications through the Endoscope, has 
proved fallacious, for slight and often unrecognized causes 
have determined the return of the difficulty. I therefore now 
venture the opinion that localized granular urethritis will be 
found to result from interference with the muscular move- 
ment or with the calibre of the urethra in every instance. 

And now, as to the second point. No one could have 
been more surprised than myself, when, on my quite acci- 
dental examination of the urethra of Mr. A., in October 
last, I found that complete absorption of the cicatricial tissue 
had occurred. The interest excited by the apparent result 
of complete division of the Strictures in this case, (which, it 
%vill be remembered, was the one in which six distinct bands 
of Stricture were present before the operations, and whose 
case was cited before the New York Journal Association in 
November, 187O, induced me to seek an examination of 
patients where like operations had been performed at or near 
that time. This resulted in the collection a{ Jive other cases, 
making six in all — four of wliich, with an aggregate of seven- 
teen bands of Stricture, were examined by committees of 
surgeons especially skilled in urethral diseases. In cases 
Nos. I., n., and III., the final operation was performed in 
March, 1872, and the results examined in the first two in 
October, 1872 ; the third, January 31, 1873. Case IV., ope- 
rated in June, examined in November; Case V., operated in 
April, and examined in October; Case VI., operated on in 



54 DILATING URETHROTOMY. 

July, and examined in November. In all these, an cntie 
absorption of the Strictures was absolutely demonstrated. 

The above list includes all the cases in which I havc^thiB 
far, had an opportunity of instituting a final examinatioi. 
Quite a number of those operated on came from a distance, 
which fact, and the indisposition of Stricture patients to dis- 
close their places of residence, have prevented an extcnsioo 
of the list. The generally-accepted view of authorities»in 
regard to the results of operations upon Strictures of tbe 
urethra by any other method than that by the dilating ure- 
throtome, is, that there is a liability to relapse, and that, as a 
rule, unless dilatation, by the occasional passage of a full- 
sized sound, is kept up indefinitdy^ recontraction of the 
Stricture is likely to occur. 

In consideration of the fact that, by every other method 
except that by combining incision with dilatation, the opera- 
tion is upon a flaccid urethra, with no accurate guide to the 
necessary correspondence between the size of the operating 
instrument and the Stricture, and that there are many Strict 
ures of larger calibre than can be sundered by the largest 
instruments in general use, it may be justly inferred that the 
Strictures operated on by such means are, as a rule, not cum- 
plctcly ruplured or divided— \\\^.\, the Stricture is still left in 
its continuity, and hence the frequency of relapse. If, on the 
contrary, the Stricture is completely sundered at any point, 
and by subsequent dilatation a space is filled in with new 
material, when contraction takes place — as cicatricial tissueis 
certain to do — this contraction naturally takes place at the 
expense of the weaker new formation, resulting, as it seems 
to me. in a wider separation of the sundered ends, the irrita- 
tion consequent ui)on contraction of the calibre of the canal, 
and the retention of the irritating secretions, thus decreasing, 
hence, the reenforcemcnt of the Strictures, by additional 
plastic material, diminishes, until, by the natural tendency to 
absorption of foreign or superfluous tissue, the Stricture 
tissue gradually and completely disappears. Should this view 
of the viodus operandi of the complete absorption of the 



MULTIPLE STRICTURES. 

Stricture, after complete division, not prove satisfactory, the 
■ofession are invited to suggest a more plausible explanation 
f the fact, whicli, it seems to me, must be accepted in regard 
9 the six cases, (for the most part aggravated examples of 
' kind) which I have had the honor to report to this 
(cicty. 

In the cases brought before you it will have been remarked 
iiat the occurrence of several distinct bands of Stricture in the 
e urethra is asserted. On this point Sir Henry Thompson, 
"Strictures of the Urethra," London edition, page 68, 
remarks; " Occasionally several separate Strictures may be 
observed in the same subject. John Hunter records six, Lal- 
k-mand seven, Colot eight, Du Camp four or five, Leroy 
d'Etiolles (inventor of the bulbous sound) eleven, and for the 
most part in the spongy portion of the urethra." Tlirce or 
four are as marty as Sir Henry Thompson has been able to 
discover. 

Among the patients which I have operated on during the 
past year there were present six in two cases, five in three, 
four in onA in three cases three, out of twenty-seven cases 
observed. Dr. Goulcy has recorded four cases with four 
Strictures in each, and over twenty cases, in each of which 
three were distinctly defined with the bulbous sound. 

The rarity of the occurrence of multiple Strictures in the 
same urethra, as reported by authorities, is, I am sure, due to 
an imperfect method of examination. The use of the ordi- 
nary sound is quite valueless in the attempt to recognize or 
define slight contractions of the urethral canal, which often 
readily dilate to its normal calibre, while they can be perfectly 
demonstrated by a bulbous sound two or three sizes smaller. 
I have frequently met with Strictures which could not be ap- 
preciated during the passage of a full-sized bulb, but which, 
after being allovved to remain for a few moments, was per- 
ceptibly arrested at a point of Stricture on its withdrawal. 
I may then state it as my conviction, that the bulbous sound 
is the only instrument which can be relied upon for certain 
diagnosis of Strictures of large calibre. For explorations of 
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the straight portion of the urethra, I prefer the metallic olivc- 
shapcd sound ; for the cur\'ed portion, the olive-shaped gum 
bougies. Contractions at the meatus, either congenital or 
resulting from disease, are of frequent occurrence. Civiale 
recognized this fact, and is said to have " divided the meatus 
in nearly three thousand cases, with the best results." Dr. 
Gouley states that he has divided over two hundred. 

By this simple operation I have many times relieved 
chronic discharges and inflammatory troubles of the urethra 
and bladder, which had resisted every other method. When 
such contractions exist, there can be no eflRcient explora- 
tion of the urethra previous to complete division, whether 
the contractions be cicatricial or congenital. Any resistance 
to the withdrawal of any bulbous sound which can be intro- 
duced through the meatus, is positive evidence that an ab- 
normal contraction is present sufficient to render nugatory 
a thorough examination of the deeper portions of the ure- 
thra. Bearing this fact in mind, and appreciating the value 
of the full-sized bulbous sound as a means of diagnosis, I be- 
lieve that the detection of important urethral contractions 
will be vastly more frequent, and that complete division of 
such contractions will result in the relief of much annoyance 
and suffering from gleet, urethral and vesical .inflammation, 
and irritation, which cannot be permanently removed by any 
other means. 

The metallic, olive-shaped sound, with a small, flexible 
shaft passing through a perforated handle, to which a thumb- 
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screw is attached for fixing it at any desired point (see Fig.) 
is one of a set which I have used very frequently for the 
last twelve years, and has proved in my hands superior to 
those of anyotlier form or material in use for examination of 
the straight portions of the urethra, on account of the com- 
plete ease of its introduction and withdrawal, and of the ex- 
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actness with which it defines and measures every degree of 
Stricture. Its value is also enhanced by its freedom from lia- 
bility to injury by use or time. 

For the relief of close Strictures requiring immediate op- 
eration, on account of retention of urine, or where, by reason 
of irritability or extreme density, such Strictures are not sus- 
ceptible of being sufficiently dilated, the instruments and 
methods of Maisonneuve, Holt, and Thompson are, and I 
believe must always remain, of inestimable value. Although 
inadequate for complete and permanent restoration of the 
urethral calibre, yet, the immediate emergency being relieved, 
the remaining disability, I am hopeful, may be removed at 
leisure, by the supplementary use of the Dilating Urethrotome, 
and thus the continued, often uncertain and perilous, use of 
sounds or bougies, now required after the ordinary operations 
on Strictures, be virtually abolished. 



CHAPTER IV. 

RETROSPECT. 

THE foregoing paper was received by the Society with 
amiable attention, but called forth no discussion. 

On its publication in the New York Medical Journal for 
March, 1873, it elicited no expressions of opinion or interest 
in the leading medical periodicals at home or abroad. The 
claim of curing gleet by division of Strictures, often not appre- 
ciable by straight bougies or bulbous bougies of the ordinary 
sizes, and, still more startling, the suggestion of the radical 
cure of Stricture were too improbable to warrant public con- 
sideration. 

As time went on however, an increasing experience steadily 
strengthened my convictions on all the important points 
claimed. In addition to these I recognized more and more 
the necessity of ascertaining the normal calibre of the urethra 
in every case associated with urethral or vesical irritation ; 
and also, the utter worthlessness of the meatus urinarius, as a 
guide to that calibre. The bulbous sounds, of which I had 
found a necessity of increasing the size up to 34 mm. were 
efficient explorers where the meatus urinarius was large, but 
were rendered useless for exhaustive examination, in all other 
cases, until after division of the urethral orifice. 

Gradually I became convinced, that the nearer the meatus 
urinarius corresponded in size with the urethra behind it, 
the more nearly it approached the highest perfection, and 
that the fossa navicularis was the result of forcible dilatation, 
caused by a contracted meatus, (p. 33). 

To measure the urethra, independently of the size of the 
orifice, seemed a great desideratum, not alone for detection 
of contractions or Strictures, but to harmonize the many con- 
flicting statements by authorities in regard to the normal 
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urethral calibre. During the latter part of the year 1873, 1 
devised an instrument which 1 termed the Urethra-metre, 
which promised to settle all the vexed questions in regard to 
urethra! measurements. For the purpose of presenting this 
instrument to the profession (p. 77), and of discussing the 
views of Sir Henry Thompson {p. 70, et seq.) in regard to the 
methods of examination of the urethra for Stricture, and to 
combat what I believed to be a grave error of the English 
and French schools, in claiming an average standard for 
all urethra, and still further, to demonstrate the possibility of 
the complete cure of Stricture (p. 81), I read a paper before 
the N. Y. Medical Journal Association in February, 1874. 
This was published in the N. Y. Medical Journal for April, 
1874. as follows: 

Urethrotomy, External and Iiitirnal combtniii. in easts of 
multiple and difficult Stricture ; -with Remarks on the 
Urethral Calibre. 
In the early part of the year 1S72, two cases of urethral 
Stricture presented in my service at the Strangers' Hospital, 
which were decided to be appropriate cases for the external 
or perineal incision, from the fact that the first was the sub- 
ject of impassable Stricture at the bulbo-membranous junction, 
and that the second was suffering from a long, close, per- 
ineal Stricture, admitting only the finest whalebone filiform 
bougie, and also further complicated by the presence of 
several perineal fistulse. The method of operation differed 
in some respects from that usually performed. The prac- 
tice approved by authorities in such cases is to cut down 
upon a sound or other instrument which has been introduced 
through or down to the point of Stricture, and then from 
without to incise freely all Stricture-tissue until an instrument, 
sound or catheter, of the supposed normal dimensions of the 
urethra, can be readily passed through the urethra into the 
bladder. In the cases above alluded to, the modification of 
this procedure consisted in making the external perineal 
incision in great measure subsidiary to the operation of inler- 
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nal urethrotomy. This plan was determined on for the first 
case, with the idea of including in the same operation several 
Strictures which were present in the straight portion of the 
urethra, as well as the impassable one for which the perineal 
incision was demanded; and for the second, to avoid the 
necessity of laying open the scrotum in the division of the 
long Stricture, which was found to pursue a tortuous course 
through a mass of indurated tissue traversed by the perineal 
fistulae. 

The preliminary steps in this modified operation were 
taken as if the ordinary perineal section had been contem- 
plated. An incision was then made down upon the anterior 
face of the Stricture, aiming to enter the urethra by as small 
an opening as possible, and through this opening, as a new 
point of departure, the endeavor was made, in the first case, 
to intrrxluce a fine, soft, filiform guide through the posterior 
Stricture. Succeeding in this, the staff of Maisonneuve was 
entered at the meatus, and passed down through and past the 
perineal incision into the bladder ; blades of the instru- 
ment, Xos. 2 and 3, were then slid down the staff in succes- 
sion, cutting on the superior wall of the canal and dividing 
all remaining Strictures. A large silver catheter was then 
passed into the bladder. In the second case the same plan 
was pursued, with like result, as far as the contraction posterior 
to the incision was concerned, and a large bougie was passed 
from the incision into the bladder; but there still remained 
the long and close Stricture anterior to the perineal opening. 
A filiform guide was then passed from the meatus urinarius 
through the urethra and out of the perineal incision ; the 
staff of the instrument of M. Maisonneuve was then screwed 
upon it and also passed through the urethra and out of the 
incision ; this was followed by the blades Nos. 2 and 3 in 
succession ; after which a full-sized catheter was passed 
through the entire urethra into the bladder. 

The result of these operations proved highly satisfactory 
in both the cases alluded to, detailed accounts of which were 
published in the A'civ York Mi'iiical Record o{ A^xW 15, 1873* 
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ITS ADVANTAGES. 

Among the advantages which it seemed to me might be 
legitimately claimed for this modified perineal section, were 
— I, That it methodicaliy included in the same operation all 
points of Stricture in the urethra, with only a limited division 
ol the external urethral walls, and yet one sufficiently exten- 
sive for the free discharge of urine and of the fluids resulting 
from the operation. 2. That all divided Strictures, anterior 
to the perineal opening, were protected from contact with the 
urinary secretion after operation ; thus obtaining the advan- 
tages of each operation, viz., external section and internal 
urethrotomy, and at the same time lessening the disadvanta- 
ges if not the dangers of each as separately performed. With 
the view of illustrating still further the value of the procedure 
above described, and in order to call your attention to some ' 
important imperfections in the modes of procedure ordinarily 
pursued in the treatment of urethral Stricture, the following 
case is presented : 

On the 31st day of July last. Mr. W. C. H., merchant, aged 
thirty-three years, presented at my office, with the hisloty of 
a gonorrhcea thirteen years previous. This was severe in its 
accession, and. through the aid of strong injections, continued 
in a highly inflammatory stage for fully one month. It was 
supplemented by a free, almost painless muco-purulent dis- 
charge, which, in spite of a variety of treatment, internal and 
by injections, continued, in a greater or less degree, through 
all the succeeding twelve years and up to the present time. 
He had his first trouble in urination seven years ago, after 
excess in wine and sexual indulgence. This resulted in an 
attack of retention of urine, which was relieved after several 
hours' effort on the part of the surgeon, by the introduction 
of a flexible filiform catheter. From that time he had frequent- 
ly been obliged to resort to the introduction of the catheter, 
but had never since suflTered from retention. For the last two 
or three years he had been troubled with occasional attacks 
of intermittent (urethral?) fever, but was not aware that he 
had ever been exposed to any malarial influences. 

He passed his vmr ^ittatim, but says that, occasionally, 
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he passes it in a fi5ie» short jet, and that his condition in this 
respect has not varied materially for the last five years. 

Examination showed the external genito-urinary apparatus 
fully developed ; penis in flaccid condition, three inches in 
length, and three inches in circumference; from this I esti- 
mated the normal calibre of the urethra to be No. 30 F. 
Bulbous sounds detected a Stricture at the meatus, extending 
one one-third of an inch, measured by No. 22 F. ; one at one 
inch, No. 19 P.; one at two inches. No. 15 F. ; one at three 
inches. No. 10 F. : six distinct bands from three inches to four 
and a half, defined by No. 8 F. ; beyond four and a half inches, 
No. I filiform passes to six and a quarter inches ; j|- m. whale- 
bone, closely hugged, is finally arrested at seven and a quar- 
ter inches. Examination of the urine shows freedom from 
albumen, an occasional pus-globule, a few epithelial scales from 
the urethra and bladder, but none from the ureters or pelvis 
of kidney. No casts. The foregoing measurement of Strict- 
ure and condition of urine were reviewed from time to time 
without the appreciation of any marked changes, and with 
no further progress toward entering the bladder up to No- 
vember 4, 1873. On this date an operation was decided 
upon. Present Dr. George A. Peters, Dr. George W. Ives, 
the patient's family attendant, and Dr. J. De Forrest Wood- 
ruff. 

As the initial step in the anticipated operative procedure, 
ten grains of quinine and one-quarter grain of morphine were 
administered. The patient was then placed under the influ- 
ence of ether, and the calibre and location of each of the 
Strictures were verified (as compared with the measurements 
already given) by the use of bulbous sounds and bulbous 
filiform bougies. It was then decided that the modified 
perineal section was indicated as affording promise of most 
rapidly and certainly restoring the urethra to its normal 
calibre. 

Xo. I whalebone filiform bougie was passed down to six 
and a quarter inches, beyond which it could not be persuaded. 
With this as a guide (which was skillfully managed by Dr. 
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Peters), I made an incision from a point just behind the scro- 
tum to within an inch of the anus, cutting carefully down in 
line with the centre of thesub-pubic arch, until I came squarely 
upon the whalebone guide. At this point in the operation 
the knife was laid aside, and with No. i silver grooved-probe, 
entering the urethra through the incision from before back- 
ward. I passed it readily into the bladder. I then introduci:d 
the staff of the urethrotome of M. Maisonneuvc alongside 
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the probe into the bladder. A slight pressure accomplished . 
this, when the probe was withdrawn, and the largest blade 
of M. Maisonneuvc {capacity 22 F ) was passed, distinctly ar- 
rested at three points on its course, and, on withdrawal, a 30 F. 
catheter was introduced. No urine flowed, although the 
end of the instniment was felt to be free in the bladder. 
This was withdrawn and found to be obstructed by a clot, 
but contained urine. No. 24 was substituted, with precisely 
the same result. It was then concluded that the cur\'ed 
catheter passed up above the line of urine present. No. 24 
straight catheter was then substituted, and the clear urine 
Rowed freely through it. The straight catheter having been 
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closely embraced on entering, indicated some persistence of 
Stricture. I then introduced a straight, probe-pointed bis- 
toury along it, and incised dense cicatricial tissue for fully 
an inch; withdrew the catheter, and passed No. 31 F. steel 
sound through the external incision back into the bladder. 

The next step in the operation, after thoroughly incising 
the Stricture at the meatus, was the passage of the ^ mm. fili- 
form whalebone guide through the urethra, from the meatus 
down to and out of the perineal opening, then sliding down 
upon it the staff of a Maisonneuve (which was perforated at 
the extremity for this purpose),* it finally emerged from the 
perineal incision. The smaller blade of the urethrotome was 
then driven slowly down the staff, arrested abruptly at each 
Stricture, and required all the force which could be used 
without bending the shaft of the knife, before its passage 
through the spongy portion of the urethra could be effected. 
This was followed by a blade of the second size, w^ith much 
the same results. A passage of the third and largest blade 
was then attempted, but this, after passing with great diflS- 
culty, throuf;h each of the Strictures, up to three inches, was 
finally arrested at that distance. After a thorough trial, in 
which I was efficiently supported by Drs. Peters and Wood- 
ruff, it was found impossible, on account of the density of the 
opposing Strictures, to divide them with this instrument. The 
staff of Voillcmicr's divulsor was then introduced through the 
Strictures and out of the perineal opening, and rapid divulsion 
made with the largest shaft (No. 30 F.). On examining the 
results of this last procedure, it was found that 28 F. bulbous 
sound was arrested at two inches. No. 26 passed, and defined 
the posterior face of the Stricture at two and a half inches; 
the same instrument was arrested again at four inches, finding 
slii;ht resistance for half an inch, then passed freely down to 
the perineal incision. The (my) small dilating urethrotome 
was then introduced through the posterior Stricture, turned 
up to 30 F., and the narrow blade of the instrument drawn 
through it. This urethrotome was then adjusted to the 

* The filiform traversing the entire length of the staff. 
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anterior Stricture, which was in like manner incised from four 
inches to four and a half (/. c, about one-half inch). No. 3 1 F. 
stee! sound was then easily passed down through the entire 
urethra into the bladder; thus evidencing — as much as the 
introduction of an ordinary steel sound can do — complete 
division of all the Strictures. 

The patient rallied quickly from the effects of the ether, 
having been under its influence just one hour and three- 
quarters. The haemorrhage occurring during the operation 
was slight, only two superficial vessels requiring ligature. 
At the end of a half-hour there was not the least oozing from 
either the wound in the pcrinEcum or from the meatus; there 
was no complaint of pain subsequent to the anesthesia; and, 
as I w.TS leaving him, he emphatically expressed himself as 
feeling "bully" 

From the date of the operation, November 4th, until the 
lOth, the patient, who was seen daily by either Dr. Ives or 
myself, had not the least untoward symptom. He had an 
average pulse of ?6, and temperature not above 98!". His 
urine, over which he had complete control, was passed entirely 
through the perineal opening for the first three days, after 
which a small portion found its way through the anterior 
section of the canal. A conical steel sound. No. 24 F., was 
now (six days after the operation) passed through the extent 
of the urethra, and followed easily by Nos. 25 and 26 F, A 
slight gush of blood followed No. 26 F., but stopped in a few 
moments. On the 12th passed Nos. 28 and 30 F. ; patient, 
as on the previous occasion, doing well ; says he has not had 
an ache or a pain since the performance of the operation. 
Hemorrhage occurred on the next day, following the act of 
micturition ; this was evidently from about the middle of the 
spongy portion. Dr. Ives was called ; eight or ten ounces of 
blood were lost before it was completely arrested. 

14/A. — Tenth day after operation. Wound in perin^eum 
closing healthily; passes water about equally through it and 
through the urethra anterior to it ; feels well, cats well ; 
walks about his room, or sits in his arm-chair, with equal 
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comfort. No further instrumental procedure was had unt3 
two weeks subsequently (December 28th), when he called at 
my office, saying that he felt quite well in every respect, that 
his stream was full size, and that only a few drops came through 
the perineal opening ; he had gained several pounds in weight, 
and was looking in good condition. Examination of the 
urethra detects a recontraction of the Stricture at one and a 
half to two inches from the meatus, 17 F. ; rest of canal appa- 
rently clear. Ordered ten grains of quinine. 

December ^th, — Pass 17 F. easily, then 19 F., which \fc"as 
closely hugged. 

6///. — Find the Stricture at from one and a half to two 
inches composed of two firm bands close together ; introduce 
small dilating urethrotonrue ; expand it to No. 28 F., with 
difficulty, on account of the great density of the Strictures: 
draw the blade of the urethrotome through them from behind 
forward, and pass 26 F. conical sound readily down into the 
bladder. No. 26 F. bulb passes down to the membranous 
urethra and returns, without giving any positive evidence of 
further recontraction at any point. Patient took ten grains 
quinine, and then started for home, three miles distant, in the 
cars, with directions to keep quiet for the remainder of the 
day. 

Two days subsequently (December 8th) patient reports 
that there had been no haemorrhage, no disturbance nor di^ 
comfort whatever following the operation, except slight smart- 
ing on urination : pass 25 and 26 F. conical sound with ease. 

9///. — Patient calls to say that he had a smart chill, ioV 
lowed by fever and sweats, coming on about five hours after 
the introduction of the sound yesterday. Ordered five grains 
quinine to be taken three times a day. 

12///. — Patient reports himself in good condition, having 
had no further trouble; a few drops of urine still exude from 
the perineal opening during micturition, but he passed fff 
urethram a full and comfortable stream ; 28 F. passes readily 
through the entire urethra. 

15///. — Perineal incision completely closed; discharge 
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feuitc gone; patient makes a full and satisfactory stream' 
leat passage of 2S F. 

—Pass 28 F. ; 2g F. attempted, but finds resistance 
Mm three inches increasing to four and a half; smart bleed- 
l followed the withdrawal of 29 F. Ordered ten grains of 



29/A. — Patient reports that, on the morning following the 
jftssage of 28 F. and the partial passage of 29 F. at his last 
e had a succession of severe chills, and bleeding with 
Mjppage of water about half the length of the penis, after 
bch urination ; finally a clot was expelled, and he had no 
nrthcr trouble. To-day a very sensible contraction is found 
t three inches, which permits only the passage of 23 F, 
January %th. — Examination with bulbous sound No. 24 
finds a recontraction at one and a half inch ; one at two and 
one-eighth, which arrests it; 17 F. only will pass, and is 
held on return at three inches. After which 23 F, conical 
sound is passed through the urethra without force, and fol- 
lowed with ease by 24 F. 

13///, I4M. — Defined recontraction at two and a half to 
two and three-quarter inches ; pass 24 F. and 25 F. with ease ; 
from this date up to the present no examination has been 
made, and the patient, who appreciates the fact that there 
are features of rare interest and value to our profession in his 
case, has kindly consented to submit himself to an examina- 
tion of his present condition in your presence.* 

• In order lo facilitate the examinalioii nnd lo relieve IhepBlienl from (he 
annoyance of repealed exploiotions, a committee, consisting of Proffssor Alfred 
C. F<Mt, Dr. James M. Minor, and ]Jr. L. De Forrest Woodniff, was appointed 

by Ihe PreiidenI of the Association to examine tbc case of Mr. , presented 

by Dr. Otis. No. 17 F. bul1>oiis sound was firsit carefully introduced by 
Piofeisor Pojl in passing it down the urethra; this was distinctly arrested al 
the points of Stricture, at two anil one-half and two and Iliree-i|uarters. before 
nDcniioned, and also as distinctly dclincd on withdrawal of the instrument. The 
result ""as Iil^evise conBrmed by the remaining members of the coromiltcc. Dr. 
Otis then inlroduced, in full view of the Society and without foice, No. 34 F. 
conical steel sound lliniuEh the Strictures and into the bladder, the patient a:isert- 
^ng that not the least pain was occasioned by this procedure. The removal of 
No. 14 F. was immediately followed by No. 2S '^' with the same case and free- 
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It will be worth our while to pass in review some of the 
more salient points in this case, several of which seem to me 
to be of great practical importance. 

First in order seems to be the occurrence of an extraordi- 
nary number of distinct Strictures in the same urethra. One 
at the meatus, defined by bulbous sound No. 22 F. ; one at 
one inch from the meatus, defined by bulbous sound No 19 
F. ; one at two inches from the meatus, defined by bulbous 
sound No. 15 F.; one at three inches from the meatus, de- 
fined by bulbous sound No. 10 F. ; six distinctly recognized 
bands from three to four and one-half inches. No. 8 F. ; one 
apparently extending from four and one-half to six and one- 
quarter inches, permitting the passage of only No. i F.to six 
and one-quarter inches, and from this to sevcfn and one-half 
inches, hugging one-third closely; three bands distinctly 
arresting the blade of the urethrotome when passing from the 
perineal urethral opening backward through the membranous 
portion of the canal : this makes in the aggregate fourteen 
strictures, distinctly defined and recognized by each of the 
gentlemen present and assisting in the original operation. 

In order to appreciate the rarity of this point in regard 
to multiple Strictures, I will quote from a late edition of Sir 
Henry Thompson's work,* concerning the number of Strict- 
ures found in a sin^Me urethra ; " Occasionally," he remarks, 
** several separate Strictures may be observed in the same 
subject. John Hunter records an instance where he met with 
six Strictures in one urethra : Lallemand mentions' one with 
Sti'cn. Colot saw one with eight, Ducamp says there are 
rarely more than two, but that he has seen four or fve. 
Boyer thought that three could exist togethen A case is 
reported by Leroy d'Etiolles in which he found eleven; 
" but/* Sir Henry further remarks, ** it is necessary to state 

dom from discomfort. The attention of the Society was then called by Dr. Oiis 
to the interesting and important fact here demonstrated, that, while the bulboul 
sound No. 17 F. defined the Strictures distinctly, No. 25 F. steel sound failed to 
give any evidence of their presence. 

• "Strictures of the L'reihra," London, 1369, p. 68. 
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his number rests only on the evidence afforded by the 
je of an exploratory bulbous bougie (that is, a small 
gum-elastic sound with an olive-shaped extremity two or 
three sizes larger than the stem) on the person of a living 
•patient. . . The Strictures," Sir Henry says, "to use the 
author's words, 'were for the most part in the spongy portion, 
about two and oue-guarter lines distant from tach ot/icr,' — a 
condition." says Sir Henry, "which would perhaps be better 
described as ,a serifs of irregular contractions than by any 
statement of th^exact number of the Strictures. Rokitansky 
speaks of four, and does not record a higher number as hav- 
ing come under his own personal observation." . . " My 
own researches," he further states, " have not led me to rec- 
ognize numerous independent Strictures in one urethra. 
Three or at most four distinct contractions I have seen, but 
such instances are very rare." 

With the exception of M. Leroy d'EtioIles, Sir Henry 
Thompson does not inform us as to the methods of explora- 
tion in use by the various authorities he quotes, which, it 
seems to me, must greatly alTect the value of their observa- 
tions ; and, in regard to the method of M, Leroy d'EtioIles, 
he casts an imputation of inaccuracy upon it by stating that 
the evidence of the existence of eleven Strictures in a single 
urethra, which he claims to have demonstrated, rests only 
upon the evidence afforded by the bulbous sound ; and, as if 
this were not sufficient to discredit the possibility of eleven 
Strictures coincidently existing in the same urethra, he says, 
■' even if they were defined by the bulbous sound, that they 
were not Strictures at all, in his opinion, but simply a series 
cf irregular contractions " of the urethral calibre. John Hun- 
ter's statement that he met with six is accepted — even 
Cotot's, who claimed to have seen eight; but M, Leroy 
d'EtioIles, who claims elexen, is not accepted as having rec- 
ognized Strictures, but has been deceived by irregular ure- 
thral contractions. 

Why, it may be pertinently asked, with his acknowledged 
skill and great experience, has Sir Henry Thompson only 
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been able to find four Strictures in a single urethra, and 
evidently slow to accept the occurrence of a greater numb 
in the practice of other surgeons ? A satisfactory explanatk 
may be found on page 147 of Sir Henry's work on Strictur 
of the L'rethra,* where he gives directions for the cxp1oiati< 
of the urethra with the view of ascertaining the presence 
the absence of Stricture. " In order to effect this object,"! 
says, '■ a flexible bougie of medium size, that is, from No. 
to 9 of the English sc.ile {16 to 18 French), is to be ust 
while as to form, it should be rather slightly curved, and Hui 
not conical at the point'' ..." Whatever the patie 
may say," he further remarks, "this rule is ai-a:ays to 
adhered to. If a small instrument is employed, it might pi 
throu;4h the Stricture without giving any sign of its existent 
and so fail to detect it ; but, if a No. 8 bougie (16 Frent 
passes easily into the bladiicr, we may be satisfied that 
Stricture or at most a very slight contraction only exists'' f 

" This bougie." he goes on to remark, " may be graduat 
in inches, for the purpose of noting at ^vhat distance from t 
external meatus obstruction is found." 

Accepting this to be the best method of ascertain!: 
the locality and calibre of the urethral Strictures (whi 
I am very far from doing), I am only surprised that ev 
Sir Henry was able to demonstrate the existence o{ /o 
distinct Strictures in a single urethra; and, if the sar 
method was pursued by Hunter, Colot, Ducamp, and ot 
ers, I am sure the number they claim was found in /». 
w/rtj-/<-w/ examination ; for I do not hesitate to say that, wi 
a straight or curved bougie, with simply a blunt en 
such as advised by Sir Henrj', no living surgeon could dei 
onstrate the existence of more than three or four Strictur 
in any one urethra ; and I will say, furthermore, that such 
method is unreliable and imperfect for the diagnosis of cirn 
single Stricture. Sir Benjamin Hell, who invented the ba 

* Tlii-> i« niso repeaii-d in lil^ htc!,t work an " Diseases of ihe Cenito-nriii! 
Organs" I.oiiJon, lS;6, pngc 42, 
t Am. E<1., iS6(>; p. 147- 
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robe, was aware of this fact, and M. Leroy d'Etiolles, who 
dified this invaluable instrument — resulting in the flexible, 

4ive-shapcd bulbous bougie — was, through its use, enabled 

( demonstrate on the living subject the presence of ehven 

iistinct Strictures in the same urethra. Sir Henry Thompson 

itinctly states that, if a No. 8 E. bougie (16 F.) passes 

tsily iiilo the bladder, we may be satisfied that no Stricture, or 

t most a very slight contraction exists. 

This teaching, it seems to me, is oi the utmost importance to 
combat as erroneous and leading to disastrous errors in the diag- 
nosis and treatment of urethral Stricture. I am the more 
strongly impelled to take this position from the perusal of a 
recent ^r£jf//«rf on Strictures of the urethra, by Dr. T. B.Curtis, 
to whom, for this paper, theCiviale prize of two thousand francs 
was awarded during the past year. Dr. Curtis, the honored 
pupil of M. Guyon, of H6pital Necker, and of M. Voillemier, 
may be safely accepted as mirroring truthfully the views of 
the French school of urethral surgery at the present time. In 
this paper he remarks, in regard to the treatment of Strictures 
by dilatation, page 46: " The treatment shall be considered 
terminated -when you shall have made to enter without effort 
No. 21. You will thus have restored to the canal the cal- 
ibre of 7 millimetres [diameter), which represents the normal 
calibre of the eanal of the urethra, which is more than suf- 
ficient for the purposes of micturition ; " and he goes on to 
say: "Hut the mission of the conscientious surgeon is not 
yet terminated. Although he may have the right to send 
his patient away as cured, he ought not only to have re- 
stored the stricturcd urethra to a calibre which can suffice 
for the passage of urine ; it is still his duty to put his patient 
in a position to give himself the consecutive treatment, ifithout 
which all Strictures, by whatever manner treated, will relapse 
almost infallibly."* Wc have here laid down, on the author- 
ity of both the English and the French schools, the exact 
capacity of the human male urethra. Sir Henry Thompson, 
repi*escnting the English urethral interest, states it to be No. 
• The Italiii are my own.— F. N. 0, 
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8 English, which is equivalent to No. i6 of the French seal 
Xo Stricture can be permitted in any urethra where the N 
S English bougie finds easy passage. Dr. Curtis, as the la 
reate interne of the Hfipital Necker, and the successful coi 
pctitor for the two thousand francs prize of Civiale, in 187 
may well be accepted as representing the present status 1 
urethral science in France ; and he states, under the segis 1 
his distinguished masters, that the normal calibre of t. 
human viak urethra is equal to 7 millimetres in diametn 
that, when a presenting urethra, the previous subject 1 
Strictures, more or less numerous or pronounced, shall ha' 
been brought by various kinds of dilatation, or divulsion, 
incision, or what not, up to a calibre of 7 mitlitnetres in e 
ametcr, " the conscientious surgeon " has a right to dismi 
him as cured. How is it, then, with the poor unfortunate 
who cannot conform their urcthrre to the procrustean dime 
sions of French and English schools, but find themselves 
possession of urethra:, the calibre of which extends to the si 
of?, 10, or 12 millimetres in diameter instead of 7 ; or 22, 2 
and 26, of the English scale, instead of 8 or 9 ? Evidently tl 
difference between the established normal standard and tl 
figures just named (iflhcy were within the range ofpossibilit; 
vtighl be occupied by Stricture-tissue, which, although 
might not be recognised by the No. 8 blunt-end bougt 
might nevertheless exist, and would inevitably be dctecte 
by a bulbous sound of a calibre corresponding with the sia 
of this apparently extraordinary canal — extraordinary, if w 
arc willing to admit the size of the meatus to be a sure ind 
cation of urethra! calibre, without noting variations cause 
by congenital and pathological narrowings. A careful exan 
ination of several hundred urethr.i;, within the past twelv 
years, by means of the metallic bulbous sound (which I pn 
seiiteil to the profession in 1861), has demonstrated to m 
that, while I have seen occasional extremes, varj'ing from 2 
to 40, the average ealibre of the male urethra is not lex 
than 30 of the French scale, or 18 of the English scale; an 
that the great majority of Strictures which arc sources o 
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: annoyance, and call imperatively for treatment, are 
?ve what is set down by the French and English schools as 
borthy of consideration. Within the past two years I have, 
; than one hundred cases, recognized distinct bands of 
Btricture in urethra;, where the English bougie of No. 8 and 
(ven the French of No, 21 could be readily passed down 
Sirough them into the bladder wtt/tout giving the hast evi- 
t of contraction at any point ; and I have frequently dem- 
mstrated this fact not only in my cliniquc at the College of 
^ysicians and Surgeons, but to a large number ofprofes- 
ponal friends, in my private practice. 

On the 30th of December last I invited Dr. Bumstead, the 
JJistinguished author of " Bumstead on Venereal Diseases," 
3 see a patient, fifty years of age, at my office, with a view 
r examining the calibre of his urethra. The flaccid organ 
s three inches in length from the meatus to the pubis, and 
three and a half inches in circumference midway of the organ. 
In Dr. Bumstead's presence I introduced into and through a 
normal meatus a metallic bulbous sound 32 millimetres in 
circumference, and passed it down without the least force to 
the bulbo-membranous junction. Dr. Bumstead withdrew it, 
and pronounced the norma! calibre of the urethra equal to 33 
millimetres in circumference. I then introduced, in the same 
manner, bulbous sound No. 34 F,; this also was introduced and 
withdrawn by Dr. Bumstead, with a similar result. The wtir- 
wrf/ calibre of this particular urethra was thus shown to be 
34 millimetres. 

On Saturday evening, January 10, 1874, 1 invited Dr. Gur- 
don Buck and Professor Thomas M. Markoe to examine with 
me the urethra of a patient, twenty-four years of age, who 
had never been the subject of gradual dilatation, but who had 
been operated on by me with the (my) dilating urethrotome 
for three Stricturei in the straight portion of the can.il. The 
meatus, which was originally contracted to 24 F,, had been 
incised two months previously. The length of the flaccid or- 
gan was four inches ; the circumference, midway of its length. 
was four inches. In the presence of the distinguished surgeons 
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above mentioned, I introduced No. 36 F. bulbous sound and 
passed it down to the bulbo-membranous junction. This pro- 
cedure was repeated by Drs. Markoe and Buck in turn, and 
the urethra was recognized by them as possessing a normal 
calibre of 36 millimetres in circuvifcrence. Previously to this 
trial I had announced the presence of an abnormal contrac- 
tion at one and a half inch from the meatus, which was de- 
tected with the No. 36 bulb on the morning of the same day. 
Neither Dr. Buck, Dr. Markoe, nor myself, was able to dis- 
tinguish this alleged contraction. Taking the ground that 
the introduction of the sound in the morning had made the 
contraction less salient, I took the bulbous sound next in 
size, which (through a mistake on the part of Tiemann &Co.) 
had been made of a circumference of 40 F. instead of 37 F. 
I pressed it gently against the orifice for a minute, when it 
entered and passed readily down to one and a half inch, where 
it was arrested by the contraction before alluded to. Dr. F. 
D. Sturges and Dr. J. De Forest Woodruff had verified with 
me the passage of No. 34 F. bulbous sound in the same ure- 
thra a few days previous. 

Do you ask, of what value is the recognition of urethrx 
of such enormous calibre as those just cited ? Simply, I 
answer, to demonstrate the absurdity of fixings upon the dic- 
tum of any man or school, a standard calibre for the human 
male urethra ; to show the necessity of making every urethra 
a law unto itself, and to enable the surgeon to judge of the 
greater or less degree of contraction, in any given urethra, by 
the normal calibre of that individual urethra, as ascertained 
by interior measurement. In the case presented to you to- 
night, is it for a moment supposed that the fourteen Strictures, 
ranging from No. 22 F. to one-half of a millimetre in circum- 
ference, and extending from the meatus to the prostatic por- 
tion of the urethra, came without indication or warning, until 
the passage of urine was interfered with ? 

From the original gonorrhoea, contracted more than 
twelve years ago, up to the time of the first trouble of mictu- 
rition, five years ago, this man was scarcely free from a chronic 
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rethral discharge, and any surgeon, previous to that time, 
Ebd subsequent to the inflammatory condition whidi initiated 
luble, with proper instrumental means, and sufficient 
hteliigence, could have demonstrated the presence of Strict- 
re, and by a suitable treatment could have arrested the con- 
ractile urethral disease in its inception. His gleet was 
:ed by internal remedies and injections ; as well attempt 
9 remove a ligature tied around h'la penis, bj' internal reme- 
lies and injections, as to essay the cure of an inttrnal cord, the 
tsult of inflammatory deposit in the urethral walls. Chronic 
urethral discharge, commonly called gleet, is the signal which 
Nature hangs out to notify the intelligent surgeon that an 
obstruction to the normal working of the muscular apparatus 
of the urethra has occurred ; that plastic material, laid down 
in the antecedent inflammatory condition, has begun to con- 
tract the normal urethral calibre, whether it be 20 or 40 milli- 
metres in circumference, and that nothing short of a complete 
restoration of the normal calibre of the canal wiU afford a 
permanent cure. Sandal-oil may stop it for a time; injections 
of innumerable variety may, any one of them, temporarily 
remove it : but a little vinous or venerea! excess will repro- 
duce it. and thus the case goes on, getting, as many sucli cases 
will affirm, ij new clap for f^nry ivotnatt looked at, until finally 
an attack of retention of urine calls attention to the fact that 
the patient has stricturcd urethra. 

One of the chief stumbling-blocks in the way of the sur- 
geon in recognizing urethral Stricture is the contracted mea- 
tus. Authorities concur, as a rule, in asserting that the 
meatus is the narrowest portion 0/ the urethral canal, and yet 
this is usually accepted as a test of its calibre. This opening 
is subject to great natural variations, in organs of about the 
same general proportions. The well-developed penis, in a 
dozen cases, may vary in regard to the size of the congenital 
meatus, from the calibre of No. 8 or 9 millimetres in cir- 
cumference, to 12 or 34. It is important to recognize the 
fact tliat the meatus bears, necessarily, no proportion to the 
^ctuol size of the urethra. If symptoms of Stricture are 
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present, such as persistent urethral discAargr, etc., or if any 
chronic irritations of the gcnito-urinary apparatus present, the 
meatus should be freely incised, and a thorough examination 
of the canal with the bulbous sounds should be made. 

The normal meatus uiin- 
arius is well represented by 
Henle,* who has been more 
minute and definite in his 
anatomical researches in re- 
gard to it than any anatomi- 
cal authority with which I 
am familiar. 

Thus, as the accompanying 
plate represents, there is no 
abrupt enlargement after passing the external border, such 
as is seen in the usual representations of the urethra, and 
Henle, in his description, is entirely at variance with those 
who claim that a sort of sphincter is found at the meatus. 
There are no circular muscular fibres entering into its com- 
position — simply horizontal muscular fasciculi, or plates, as 
he terms them, which surround the opening, and are con- 
tinuous with the muscular structure of the urethra. Vertical 
sections of the penis at the junction of the glans with the body 
show a nearly uniform calibre throughout the fossa navicularis, 
as far as its external boundary at the meatus, the opening of 
which is of corresponding calibre. This may be accepted as 
the normal condition of these parts, and any variations from 
such uniformity may be considered aberrations from the nor- 
mal condition. These are, as a rule, of no practical importance, 
unless the tissue composing them has been invaded by inflam- 
matory action ; in which case the muscular layer being disabled 
to greater or less extent, by the infiltration of plastic material, 
its office of aiding in the complete emptying the urethra is in- 
terfered with, and urine being retained in tlie canal may, by its 
subsequent decomposition, prove an added source of irritation. 

• "Hamllruch der systematischen Anatomie dcs Menschen," von Dr. J. 
Hcnlv. p. 417. 
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In order to gain a definite knowledge of the calibre of the 
rethral canal, in cases with or without contraction of the 
I have devised an instrument which I term the 
hdhra-metre, or dilating bulbous sound, which I now present. 
It consists of a small, straight canula, size No. 
8 F., terminating in a series of short metallic 
arms, hinged upon the canula, and upon each 
other. At the distal extremity where they unite, 
a fine rod, running through the canula. is insert- 
■ cd. This rod (which is worked by a stationary 
screw at the handle of the instrument), when re- 
tracted, expands the arms into a bulb-like shape, 
10 millimetres in circumference when closed, and 
capable of expansion up to 40 millimetres. A 
thin rubber stall (Fig, C), drawn over the end of 
the closed instrument, protects the urethra from 
injurj-, and prevents the access of the urethral 
secretions to the interior of the instrument. 
When introduced into the urethra and expanded 
up to a point which is recognized by the patient 
as filling ft completely — and yet easily moving 
back and forth — the index at the handle then 
shows the normal circumference of the urethra 
under examination. In withdrawing the instru- 
ment, contractions at any point may be exactly 
measured, and any want of correspondence be- 
tween the calibre of the canal and the external 
orifice be readily appreciated. Among the ad- 
vantages claimed for this instrument are: i. Its 
capacity to measure the size of the urethra, and 
to ascertain the locality and size of any Strict- 
ures present, without reference to the sise of the 
meatus. 2. It enables the surgeon to complete 
the examination of several Strictures by a single introduction 
of the instrument, and by reduction of its size to avoid the 
irritation which usually attends the withdrawal of the ordinary 
bougie-^-bouIe or bulbous sound. 
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Returning to the case of aggravated multiple Stricture 
above related, it will have been obserx'ed that notwithstand- 
ing the easy passage of a No. 31 F. solid steel sound through 
the entire urethra, after the operation, there ivas an imiKedi- 
ate tendency to rccontraction ; that within a comparatively 
short period, the presence of Stricture was again definitely 
recognized. I do not call your attention to this important 
fact on account of its novelty, for every surgeon of experience 
has too frequently obser\'ed it ; and every writer on Stricture 
has recorded it in terms the most emphatic; "some even 
going so far as to state, as does Mr. Wade * (quoting the 
illustrious Dupuytren), that, ** whatever care may be taken 
in the dilatation of Strictures, the dilatation is but tcmpcrarj 
in the greatest number of persons, and the confraction has 
ahvays a tendency to return" Sir Benjamin Brodie says: 
{pp. eit.) ** After a patient has conceived himself to be cured, 
and after every symptom of the disease has vanished, it is 
not an uncommon thing for him to suffer a relapse, in all 
probability, of far greater danger than the previous attack. 
. . . From what," he asks, " does this arise? Froni his not 
continuing,'* says Sir Benjamin, " at regular intervals, to pass 
an instrument (sound) notwithstanding the disease should 
seem to have disappeared. To pass it once in two or three 
weeks is enough, but it must never be thrown aside as useless^ 
during the life-titne of the patient^ if he desires to be freed 
from his troublesome affection'* 

Dr. T. B. Curtis, in his prize Essay previously quoted as 
representing the views of the leading French surgeons^ says, 
page 46, *' All Strictures, by whatever manner treated^ and in 
appearance cured, will relapse almost infallibly^ 

It is, however, an accepted fact, that a certain but very 
limited proportion of Strictures are permanently cured by 
each of the various methods — dilatation, division, divulsion. 
We may again ask, with Sir Benjamin Brodie, from what does 
this arise? The answer is, simply, that, to prevent the return 
of Stricture after operation, the Stricture must first have been 

♦ Wade on " Stricture of the Urethra," London, i860, p, 352. 




Highly sundered at some point, and that those Strictures 
1 have been permanently cured, have been so sundered, 
by rupture through dilatation more or less rapid, b/ 
ivulsion or division. In this number 1 do not include those 
facetiously termed cured, where the patient is obliged to use 
or have used a sound every two weeks for the balance of his 
life, but those thai never reappear after operation. The 
reason why the treatment of Stricture after the usual methods 
is imperfect, and that there is always a tendency of the Strict- 
ure to return, arises from the fact that, as in the case cited, 
the Strictures xvere not completely sundered at any point, but 
were only distended, not completely divided. All urethral 
Strictures are composed of elastic tissue, and any operative 
procedure that falls short of complete division of the constrict- 
ing band can never produce more than temporary results. As 
long as No. 8 of the English and No. 2i of the French scales 
are accepted as representing the normal calibre of the human 
male urethra, and as long as curative treatment ceases when 
this calibre has been reached, there will never be radical, 
permanent cure of urethral Stricture. Sooner or later, how- 
ever, it is certain to be accepted that urethr^e vary in size in 
different individuals just as widely as any other constituent 
portions of the human body, and that, consequently. Stricture 
of the urethra is a relative term ; that, while No. S bougie, 
English, or No. 21, French, will determine the presence or 
absence of Stricture in a urethra of corresponding calibre, it 
fails to recognise it in urethra of larger size. These have 
been positively demonstrated in certain cases to reach as high 
as 36 or even 40 millimetres in circumference. Complete di- 
vision of Stricture, of ivhalever calibre, having been accom- 
plished, recontraction may be prevented, and thus stricturcd 
urethrs can, by appropriate treatment, be with certainty 
restored to their norma! dimensions, without fear of subse- 
quent recontraction. 

This I do not assert unadvisedly or rashly, as the records 
of more than fifty cases, occurring in my own experience, will 
1 demonstrate. Several of these cases, in which five and six 
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Strictures were present two years ago, and then thoroughly 
divided, have been carefully examined by me, within the last 
month, and can be shown to-day, free from the slightest «'i- 
dcnce of reconiraciion. This goes far to prove that complete 
division of Stricture, with appropriate after-treatment, will 
give complete immunity from recontraction. The results of 
operations with the dilating urethrotome, which were pre- 
sented by me to the profession at a meeting of the New York 
Medical Journal Association more than a year ago (May, 1870), 
have remained permanent ; that is to say, that the Strictures 
operated on^ having been thoroughly divided^ were afterwari 
completely absorbed. These results were subsequently pub- 
lished in the New York Medical Journal of March, 1873. One 
of the cases (Case III.) there reported, presenting originally 
five distinct Strictures, (including one at the meatus — defined 
by 24 F.) was operated on in January, 1872, and the complete- 
ness of the operation was demonstrated by the passage of a 
30 F. bulbous sound through the urethra, and its withdrawal 
without giving evidence of the slightest obstruction at any 
point. This was one of four cases (comprising operations on 
eighteen bands of Stricture) critically examined in Februar\% 
1873, by a committee of surgeons composed of Dr. Henry B. 
Sands, Dr. J. \V. S. Gouley, Dr. Robert F. Weir, Dr. Thomas 
T. Sabine, and Dr. Frederick D. Sturgis, of New York, and Dr. 
Frederic D. Lente, of Cold Spring, N.Y.. with the 30 F. bul- 
bous sound at first, and subsequently with 31 F., without be- 
ing able to detect any contraction^ at any pointy in any one of 
the presenting urethrcu, 1 am able to afford this Society 
further proof of the absolute absorption of the above-men- 
tioned Strictures, by presenting this case (No. III.) to you 
for a reexamination to-night, more than two years su.bsequent 
to the operation, in which five distinct Strictures were com- 
pletely divided. In the case of multiple Strictures presented, 
(see page 6']') it will be remembered that while 25 F. solid 
steel sound was easily passed through the urethra without 
detecting any Stricture, No. iS F. bulbous sound was arrested 
at the Stricture-points. I propose, therefore, in order to put 




jfae crucial test to this case, to examine the urethra with No, 
i bulbous sound. This, you now observe, passes readily and 
easily through the urethra, and is withdrawn without the 
slightest retention at any point. i 

1 now pass the case over to your committee for the verifi- 
cation of my examination. (Drs. Post, Minor, and Woodruff", 
having confirmed fully the absence of Stricture by introduction 
and withdrawal of the bulbous sound No. 30, and so reported 
to the Association, Dr. Otis resumed.) In order to show 
more fully the complete absorption of the stricture-tissue in 
this case, I now take a larger bulb than has at any time been 
used. The urethra, when free from Stricture, is very disten- 
sible, and, by a little pressure, will admit an instrument above 
the normal calibre. Thus, as you see, this larger bulb, pressed 
firmly, not violently, against the meatus, now enters and 
passes without perceptible difficulty through the urethra. The 
size of this bulb is 34 millimetres in circumference. 

In closing this somewhat desultory paper, \ would like to 
be distinctly understood as claiming, that Stricture, as ordi- 
narily met with, is absolutely luithin the reach of curaiht 
measures. If completely divided, and the division maintained 
by suitable means until healing of the parts has occurred, no 
recontraction can ever take place. Dilatation, temporary or 
persistent, is never more than a fa/liative measure, unless car- 
ried to a point sufficient to ccmpktely rupture the Stricture. 
Division of Stricture is not more hazardous, to say the least, 
than persistent dilatation, by introduction of instruments, 
which are required to remain in situ for hours or days, or than 
rapid dilatation, which requires instruments of increasing sizes 
to be introduced at one sitting. And I venture to say it is 
scarcely more likely to produce trouble than temporary or 
transient' dilatation, as usually practised by surgeons, at inter- 
vals of two or three days or weeks, for the rest of the natural 
life of the unfortunate patient. 1 here call your attention to 
a point in the history of Mr. W. C. H., whose numerous 
Strictures in their relation to the foregoing r^sum^, arc very 
instructive. His chills occurred on two occasions during the 
6 
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progress of the case, each time following the easy and gentk 
introduction of a No. 29 F. steel sound; while the diifision oi 
the Stricture was not followed, in either instance, by any such 
result. This gives me an opportunity to state that, in nearly 
two hundred operations with the dilating urethrotome, per- 
formed by me on urethral Strictures, chiefly in the straight 
portion of the canal, within the past two years, I have met 
with no untoward result, beyond four troublesome but not 
serious cases of after-ham orrhage. Slight chills have occurred 
in but six cases, and these were all associated with operations 
in the curved portion of the canal. 

Among the inferences to be drawn from the foregoing 
cases and remarks are, first, that Stricture may be present 
before difficulty in urinating occurs ; second, that it is always 
present when gleet is pTescnty{g/eetfas a ru/e^ means Stricture) 
third, that dilatation of Stricture is, at best, but a temporary 
expedient, valuable in close Stricture, where urination is in- 
terfered with, and when the Stricture is too close for the in- 
troduction of instruments for completely dividing it. Fourth, 
that dilatation is not only without permanent value, except in 
such cases, but that it is pernicious, because while never cura^ 
tive, it takes the place of curative measures; that nothing 
short of complete division of Stricture can ever result in radi- 
cal cure. 
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RETROSPECT. 



"^HE direct attacks upon important and time-honored 
teachings which are contained in the foregoing papers 
Ailed to elicit any response, either in this countrj' or in 
Europe, notwithstanding that they were reprinted in pamphlet 
, and freely distributed at home and abroad. 

The common sense of the profession, however, did not fail 
I appreciate the position of authorities who claimed a fixed 
Eandard for the size of the human male urethra. This error, 
Exploded hopelessly by the urethra-melrc. and the average 
size raised from the old estimate of 21 mm. French to ^2 mm. 
(with extremes 28 and 40), the importance of Strictures of 
large calibre began to be appreciated. Though the journals 
were silent the instrument-makers were at work. Dilating 
urethrotomes — of various patterns — bulbous sounds from 
8 mm. to 40, urcthra-metres, etc., found ready sale. Soon, by 
the force of a common sense mechanical view of the subject 
as opposed to baseless conventional dogmas, the operation of 
dilating urethrotomy ceased to be a novelty, and surgeons 
began to contemplate the possibility of Stricture of 30 F. (or 
more) in a urethra of 40 mm. without a sneer, almost without 
a smile. 

The first published intimation, however, that the profession 
had begun to indorse the claims of a greater normal calibre 
for the urethra now appeared in the volume on " Genito-urinary 
Diseases, with Syphilis," by Van Buren and Keyes, New York, 
1874, where, on page 28, they say, " The diameter of the ure- 
thra varies even more than its length. It has been estimated 
at from two to six lines "(tliat is to say from 13 to 40 millime- 
tres), and — in italics — "A fair average well-formed adult ure- 
thra measures about thne-eighths of an inch in diameter." This 
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Is equal to 30 mm. in circumference. The importance of recog- 
fiizing and treating Strictures of large calibre was first publicly 
indorsed by the same authorities, on page 149 of their work 
entitled, ** On Strictures of large calibre** where they say: 
** The majority of Strictures ivhich the surgeon is called upon 
to treat are of large calibre. The symptom of ivhich the patient 
complains, is persistent gleet , folloiving gonorrhoea^ enr bastard 
gonorrhoea, linth possibly some frequency in urination. These 
cases are of daily occurrence , and often pass unrecognized^ the 
gleet being treat ed^ the Stricture overlooked. Too tnuch stress 
cannot he laid upon the importance of exploring t/ie urethra^ in 
such eases of gleet, ivith the bulbous bougie** 

The first authoritative indorsement of my Dilating Ure- 
throtome may be found on page 123 of this work by Drs. 
Van Buren and Keyes, thus, " Several instruments have been 
recently devised to cut Strictures of large calibre. Such, for 
instance, as haze been dilated, but are somewhat resilient^ and 
cannot be farther effaced by dilating instruments ; or indeed^ to 
cut any Stricture after first having put it upon the stretchy an 
idea first successfully carried out by Reybard. Perhaps the 
most useful of these is Otis' s urethrotome for Strictures of largt 
calibre'^ This is accompanied by a wood-cut of one of my 
earlier instruments (seen on page 123) and a description of the 
same with directions for its use. And again on page 157, in 
speaking of Resilient Strictures, ** Many Strictures^ hozcevcr^ 
ivhich respond to dilatation at first, fail to do so after they 
have reached a certain size. To this class belong all Strict- 
ures at or very near the meatus, and many at other portions of 
the canal. In these latter cases, although a full steed conical 
sound may readily pass, yet a bulbous bougie\ many sises small- 
er, introduced immediately after the sound is arrested by the 
Stricture, while the symptoms {gleet, etc) fail to disappear en- 
tirelyy* Genito-urinary Diseases with Syphilis, Van Buren 
and Keyes. D. Appleton & Co., Publishers, New York, 1874. 
Early in 1875, Mr. Berkeley Hill of London (Sir Henr}' 
Thompson's successor in the University College Hospital, 

* Sec note— concluding paragraph on p. 199. 
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■d to the chair of Clinical Sui^ery, in the University Coi- 
[c). in a clinical lecture on Gleets, published in the Lon- 
Bn Lancet of February 13th, gives on page 324 the first 
liropean endorsement of my teachings, thus : " When there 
Knew tissue, we have leatly to deal with organic Stricture — 
Ewtde Stricture certainly, DUT ONE THAT NEEDS ONLY TIME 
3 NEGLECT TO BECOME A NARROW AND DANGEROUS CON- 
ACTION-* An American surgeon. Dr. Otis of New York, 
cently contrived a mode of treatment for these indura- 
pons which he calls 'Strictures of wide Calibre 'f which I 
have adopted in some cases with success." Then follows a 
description of the operation, with the wood-cut of a modifica- 
tion of my dilating urethrotome, of which he says, " Here is 
an instrument made for me (Fig. 3), not exactly a copy of 
Dr. Otis's, but which performs the same operation in a differ- 
ent way ; being the instrument known as Thompson's dilator, 
only stronger, underneath which a cutting edge is protruded. 
It is also extremely useful to divide Strictures that are easily 
dilated, but which rapidly shrink back after the instrumcnl 
is withdrawn. By keeping the part that is to be cut tightly 
stretched, the Stricture cannot yield and allow the blade of 
the knife to pass by without cutting fairly through the nar- 
rowing. This is a difficulty not overcome by several other- 
wise effective urethrotomes." 

By reference to the description of my first urethrotome at 
page 55, it will be seen that the last point made by Mr. Hill 
is particularly prominent, thus: "The especial advantages 
claimed for this instrument are that it first makes the Stricture 
tense, thereby establishing it as a fixed point. , . . that it 
attacks a tenst instead of a flaccid Stricture," etc., published 
February. 1872. 

The accumulated experience of another year, removed all 
doubt in my own mind in regard to the radical cure of Strict- 

• CajiUols my own. F. N. O. 

f I have >Iwa]riuKd ihe term "StricIUKsor^i^Calibre." The word n«^ is 
»B[;ye«ti»e of tJic la ■ tingle djamglet. whereat tarp implies dimeouons in all 
F. N. O. 
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ure. The crucial re-examination of thirty-one cases, at 
various periods after operation, up to three years, demon- 
strating the total disappearance of Stricture in each case, 
seemed to justify me in the announcement of this fact to the 
profession (p. lOo). I had also found by frequent measure- 
ments with the Urethra-metre, that a relative proportion ap- 
peared to exist between the circumference of the penis and 
that of the urethra. The critical comparison of observations in 
one hundred cases had served to establish this as a fact, which, 
it seemed to me, must prove of great value to the profession. 
Also, through critical measurements in one hundred cases, 
comprising two hundred and fifty-eight Strictures, I had 
arrived at conclusions widely different from those of accepted 
authorities, as to the most frequent seat of Stricture ; these 
measurements proving it to be a rule, with few exceptions, 
that Strictures were most frequent in the anterior part of 
the canal. These observations, together with the carefully 
tabulated results of operations on 203 Strictures in one hun- 
dred cases, seemed to me of sufficient importance to warrant 
their presentation to the profession, which I did in a paper 
read before the N. Y. State Medical Society in March, 1875, 
as follows : 

On Stricture of the Male Urethra. Its Radical Cure. 

In a paper which I had the honor to read before the State 
Medical Society, in February, 1873, the importance of the 
recognition and treatment of comparatively slight contrac- 
tions of the urethral canal, was insisted on. The entire in- 
capacity of all urethral instruments, in general use, to reach 
such cases, was demonstrated, and a new instrument, one 
which combined in its operation the principles of dilatation 
with complete division, was presented. This instrument had 
been invented but little more than a year, and had been used 
in operation upon fifty-eight Strictures, occurring in twenty- 
seven patients. The results, in six cases (comprising eighteen 
bands of Stricture), had been critically examined by a com- 
petent committee of surgeons, at periods varying from one 
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year to four months after operation. In every case, without 
exception, the most careful examination with the full-sized 
bulbous sound had failed to detect the slightest trace of 
Slrictiire, la closing my paper I ventured the hope that fu- 
ture experience with this plan of operation on urethra! Strict- 
ure, by complete division, might be found to result in radical 
cure. I come before you to-day, gentlemen, with the results 
ofa more extended and intelligent experience, bearing upon 
this important subject. ' 

My first dilating urethrotome was presented to the pro- 
fession at a meeting of the Medical Library and Journal As- 
sociation of New York, November 24, 1871. Up to this time 
there were no means of efficiently treating Strictures of large 
calibre. In point of fact. Strictures of the urethra above 
"inc of the English scale, according to English authorities, or 
twenty-one of the French, according to French authorities, 
"'Crc not considered as requiring treatment. In my paper 
^fi Strictures of large calibre, read before the New York Med- 
'fal Journal and Library Association, in November, 1871, 
*ncl published in the AVif y'ori Medical Journal, in Februarj-, 
'S72. I claimed, that " the slightest encroachment upon the 
normal calibre of the urethral canal, at any point in its course, 
^as cause sufficient to prolong an existing urethral discharge, 
^'^ even to establish it de fioz'o without venereal contact." 
f his important proposition, based upon the constant associa- 
^'On of Stricture or Strictures, more or less pronounced, with 
^^^ery case of chronic urethritis, and supported by conclusions 
*hich the consideration ofa persistent mechanical interference 
Etb the act of urination rendered inevitable, has found of 
:essity, practical acceptance by all surgeons who have 
'seriously considered it. As a consequence, a very large class 
of Strictures of the urethra — by far the largest — once utterly 
unsuspected and ignored, have come to be recognized as the 
mechanical cause not alone of urethral discharges, which de- 
fied the most persistent and varied treatment by internal 
remedial measures and injections, but of reflected nervous 
'disturbance, throughout the genito-urinarj- tract, and even 
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extending, in well authenticated cases, to distant parts of the 
economy. 

The term " Stricture " is, of necessity, a purely relative 
one, and can convey no intelligible idea of its value as a dis- 
turbing element, until the calibre of the constricted tube has 
been ascertained. As long as difficulty of micturition was 
the earliest recognized evidence of a strictured urethra, con- 
sidered of any value, and the mechanical obstruction to the 
passage of urine the only direct result of Stricture, it was 
perhaps pardonable to neglect the investigation of the exact 
mechanical relations existing between the Stricture and the 
urethra in any given case, and to assume a definite standard 
for the size of all urethras. In this view of the matter it was 
perhaps proper to assert, with the French school,* that seven 
millimetres diameter is the standard size of the normal male 
urethra, and to claim that this is quite sufficient for the pur- 
poses of micturition ; or, with the English, that when eight 
or nine of their scale can be passed through a given urethra, 
no Stricture can be said to exist ; f or with the authors of the 
American scale,:]: who limit urethral measurements to 31^ m. 
in circumference. But when it comes to be recognized, as 
has been proved beyond the possibility of contradiction, that 
the capacity of the human male urethra bears always a 
constant relation to the size of the penis with which it is 
associated, and that this organ varies greatly in size in differ- 
ent individuals, it will be at once seen, that no average 
standard can be arrived at which will be of practical utility in 
diagnosis and treatment of Stricture, any more than an aver- 
age standard can be adopted by the shoemaker for the nor- 
mal human foot. Nothing is now easier than to prove this 
statement. 

I have said that there exists a constant relation between 
the size of the flaccid penis and the capacity of the urethral 
canal. During the past year I have subjected more than one 

* Curtis. 

f Thompson: Stricture of ihc Urethra, p. 147. London, 1869. 

t Van Buren and Keyes, p. 112. New York, 1874. 
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hundred urethra to a careful examination on this point, with 
the following results, to which there has not been found a 
single exception, viz. : 

That, when the circumference of the flaccid penis was 3 
inches, the circumference of the urethral canal was found to 
be at least 30 of the French scale. When it was 3j- inches 
the urethra had a capacity of 32. When it was 3^. the ca- 
pacity would be 34 ; 3} inches = 36; 4 inches = 3S. When it 
was 4i to 4^ inches in circumference the capacity of the ure- 
thra would equal 40, or more. This will be shown at a glance 
by the following 

TABLE. 



TABLE SHOWING THE RELATIVE CIRCUMFERENCE 
OF THE PENIS AND URETHRA. 


ClRCTJHKERENCE. 


OF PEMIS. 




3 inches, or. .. . 75 mm. 
3i " ".... 8, mm. 
3i •■ ■■.... B7mm. 
3} •• •'.... 93 mm. 

4 " ".... loomm. 

4ll"4l ".d.fi.r,lT2m.T,. 




32 mm. 

34 mm. 


38 mm. 





In every case the urethral calibre was over rather than under 
the figures above given. In a considerable majority, contrac- 
tion of the meatus (either congenital or from previous inflam- 
matory changes) was present, and in these cases the measure- 
ments were made with the urethra-metre or after division of 
the contraction. The value of the urethra-metre in ascertain- 
ing the actual calibre of the urethra, notwithstanding the 
presence of Stricture or contraction of the meatus, cannot be 
overrated; it is with this instrument that the proportionate 
relations of the urethral calibre and the size of the flaccid 





90 



STRICTURE, ITS RADICAL CURE. 




a 



penis have been confirmed. With it and the metalh'c bulbous 
sound, the thorough examination of any presenting urethra 
may be made, and the precise locality and value of every 
deviation from its normal calibre be positively determined. 
Having then, in any given case, made out the number, size, 
and locality of Strictures, the desideratum is to find an in- 

strumcnt which will completely divide them, with 
as little injury to the adjacent healthy structures 
as the possibilities of the case will admit. 

Stricture tissue is simply cicatricial material, 
deposited in accordance with the accepted patho- 
logical law, that persistent irritation of living tis- 
sue results in the aggregation of cells, and the 
development of connective tissue corpuscles, at 
the point of irritation, which, becoming organized 
in the submucous cellular tissue and the adjacent 
muscular structure of the corpus spongiosum, 
results in a more or less resilient band or bands 
always completely surrounding the urethra. We 
have then always to deal with a resilient band, 
constricting the urethra more or less, at a given 
point or points. It may here be urged that 
Stricture is not always a band surrounding the 
urethra, but that it may be on one side or the 
other, or above or below, according to many 
authorities. To this I answer, that a true Strict- 
ure, always and of necessity, completely sur- 
rounds the urethra. That it may have its origin, 
its commencement, at a single point in the dr- 
cumference is quite evident, but as soon as the 
calibre of the urethra becomes lessened at any 
point, the resistance to the flow of urine which 
it necessarily occasions, and the resulting inter- 
ference with the harmonious muscular action, 
LREiHKA-METRB, pfoduccs cLii irritation in its whole circumference 
at the point of contraction, resulting sooner or later in an 
aggregation of fibro-plastic material, not confined to a single 
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point in its circumference, but around the entire canal; and 
tliis fact renders it necessary for us, in all cases of strictured 
urethrae, to accept the difficulty as one of Stricture, in its true 
sense, and not of obstruction at a single point. Aside from 
the evident probabilities in such cases, the fact that Stricture 
of the urethra may always be released by division at any point 
in its circumference, would be greatly in favor of this propo- 
sition. I'ractically, then, we may accept the Stricture as con- 
stricting the entire canal at some point. We have then a 
more or less dense, more or less extensive resilient band, or 
circle, of fibrous tissue, contracting the urethral calibre at one 
or more points. 

Now, if we found a band of any sort of clastic material 
surrounding the penis, constricting the urethra, even to a very 
slight extent, the immediate removal of such a band would 
at once suggest itself as the best method of getting rid of the 
irritation caused by it. It would not be considered sufficient 
to put the patient in the best possible condition to bear it, 
nor to dilate it frequently, with the same idea; the known 
resilient property of such a constricting band would suggest 
the transient character of the relief to be expected from such 
procedure. But one thought should occur to any person in 
such a case, viz., to divide the band completely at some point, 
**nciically wc have an analogous condition of things in every 
case of urethral Stricture, with the simple difference that the 
consiricting band is resilient fibrous tissue and surrounds the 
***''thral eana/, contracting its calibre at one or more points, 
while the intervening portions of the urethra remain equal to 
°'" exceeding their normal capacity. The graver consequences 
°' Such contractions were recognized at a very early period in 
'"C hiiitor)* of surgery, viz., difficulty of micturition, retention 
Urine more or less complete, urinary abscess and fistuls;; 



Of I 



"■^'nary Infiltration, causing death, in other cases causing dis- 

^*« of the bladder and kidneys, which proceeded with almost 

.'^^Ual certainty, if not with equal celerity, in terminating ex- 

'^'Cnce. For the restoration of the urethral calibre, simple 

^chanical distension promised the easiest and most natural 
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solution of the difficulty. Thus, bougies and sounds were 
invented and used at a very early period. The exact point 
of the contraction, in this method of treatment, it was not 
necessary to ascertain, as these instruments could be passed 
through the entire urethra, thus including every point of con- 
traction. As this plan resulted in the temporary relief of a 
large majority of cases, it came to be considered the method, 
/^r excellence, to be adopted in all cases of urethral Stricture 
After a time, however, it was fownd that, while, by the use 
of instruments skilfully graduated from the smallest filiform 
bougies to a size deemed sufficient to secure the easy perform- 
ance of micturition, the pressing and threatening troubles re- 
sulting from Stricture could be relieved in a large number of 
cases, there were many, where, from the delay which this 
method necessitated, and the irritation caused by its use, in- 
stead of the relief hoped for, the gravest consequences super- 
vened. 

It was then that more immediate and forcible means of 
relief were devised, such as rupture or division of the con- 
stricted points. The divulsors of Perreve, Holt, Thompson, 
Thebaud and others, and the urethrotomes of Maisonneuve, 
Civialc, Ricord, etc., came into notice. These were each sa 
successfully used in the hands of different eminent surgeons, 
that while at first resorted to only when the milder treatment 
by the different forms of dilatation had proved unsuccessful, 
advocates arose urging their indiscriminate use in all cases of 
urethral Stricture. It was claimed that when the strictureJ 
urethra was raised to the accepted normal standard by a sin- 
gle blow, there were, on the average, less unfavorable results 
than where, through a long period, the systematic use of 
gradual dilatation was resorted to ; and besides, that the 
results of the divulsion and division were of a more permanent 
character. These claims were stoutly resisted by the advo- 
cates of a gradual dilatation, and all the possible benefits and 
advantages accruing from every other mode of treatment 
were asserted to be possessed, in superior degree, by thei; 
more conservative proceedings. The advocates of immediate 
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Operation are now divided into two classes : — those who believe 
that all Strictures are best treated by divulsion, and those 
who daim that the best results are produced only by division 
of Slricture with some one or other of the various urethro- 
tomes. Each party, however, accepts the necessity of keeping 
up (he results of their operations, by the systematic use of 
dilating sounds or bougies, for the remaining life-time of the 
I patient. To this complexion do all appear to come at last, 
the ultimate necessity for continuance of instrumental meas- 
urcs.tliroughout the lifetime of the patient. In this respect, 
tlien, whether the plan of treatment for Stricture be that of 
paJual dilatation, rapid distension, divulsion, or simple ure- 
throiomy. the patient (whatever the surgeon may say) is tin'cr 
i»r(d. By each one of these modes life may be saved and 
much suffering averted. 

Thousands, to-day, live in comparative comfort, who, but 

forihe intelligent surgical aid afforded by these instrumental 

procedures for the relief of urethral Stricture, would be in 

their graves. Yet the opprobrium meduorum rests upon the 

t'eaimcnt of Stricture, and why? Because after the patient 

's prgnounced cured by his surgeon, he is obliged to continue 

the systematic use (always repulsive, and often hazardous) 

*■' i sound or flexible bougie, for the rest of his life.* Far be 

'"rom me to undervalue the skill, the study, and the expe- 

"eiic« which have brought relief to those under the very 

shadow of death, nor the teachings that have enabled the 

'east practised surgeon to operate, with fair assurance of a 

successful issue, out of difficulties, which, twenty years ago 

"■■"uld have required a Mott or a Fergusson to combat. I 

*'ih to be distinctly understood as appreciating and valu- 

'"K. to the full, (7// the advances in urethral surgery, and they 

•'^ many and great, which have been made in Europe and 

"i^^erica within the last twenty years. It is not possible for 

•"^i however, to accept these as the ultima thuU, while the 

pttient, cured Q) of Stricture, still carries a steel sound in his 

potltet. 

• Wade on Slriciun of the Urelhri. London, i36o, p. 352. 
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I am a believer in the true curability of urethral Stricture, 
notwithstanding that authorities are a unit to the contrary. 
I think I can bring evidence that will be convincing, that, in 
the great majority of cases of urethral Stricture, a complete 
eradication of the trouble is within the reach of every com- 
petent surgeon. You are incredulous ; you have scarcely 
patience to listen to such an innovation as a plan for the 
radical cure of Stricture. If such a plan were possible, why 
have the many surgeons who have devoted years to the stu- 
dious investigation of the subject of urethral Stricture, coin- 
cided in the unanimous verdict against the curability of 
Stricture, by any method ? Simply, I answer, because there 
has been a very curious and important oversight in the inves- 
tigation of the subject, viz : — The mechanical relations of tite 
Stricture to the urethra have not been considered. Strictures 
have been dilated, or rapidly distended, or divulsed or di- 
vided, up to a purely imaginary and arbitrary standard. No 
inquiry has been intelligently instituted to ascertain the 
natural dimensions of the urethrae examined for Stricture. 
If the presenting urethra admits No. 9 of the English scale, or 
21 of the French, no Stricture is present. If the urethra is 
below the accepted standard, Stricture is present. After rais- 
ing the urethral calibre, by any of the methods in vogue, up 
to what the books lay down as the normal standard, or what 
the surgeon thinks is about rights the Stricture is cured ; that 
the patient is not, is his own misfortune. The favorite ex- 
pression of some surgeons, when concluding the examination 
of a case which has been systematically treated, cured up to 
an imaginary point, is, that the size of the urethral canal is 
" about right y An ancient definition of this term may not be 
inapplicable in this case — ** Right is the centre of a circle, and 
about right is the circumference." No such term as ** about 
right " can be accepted in such a case ; either the urethra is 
of the calibre that nature furnished, suited to the patient's 
own person, or it is not. No man, surgeon, or otherwise, can 
guess at this matter. If into a urethra, the normal cali- 
bre of which is equal to a circumference of 30mm. of the 



French scale, only 29 F. bulbous sound will ,jass withoat 
delecting obstruction, then the urethra is not " o^v/ Hgit." 
It is strictured to the extent of one millimetre in circumfer- 
ence, and can never be a healthy urethra, while that Stricture 
anains. 
Complete freedom from Stricture can only be demonstra- 
i by the easy passage of a bulbous sound of a size fully 
jai to the normal calibre of the presenting urethra. This 
«hat I alluded to when I stated that the mechanical reta- 
KU of Stricture to urethral calibre had not been considered. 
iklurcs are dilated, divulsed, or di^'ided, up to an im3giD< 
I' standard, or what b, if possible, even worse, up to 
B siie of the meatus urinarhts, and then further op- 
e procedure is turned over to the patient to be con- 
Wed ever after. Now. if there is any one point more vari- 
leaod inconsistent with the calibre of the urethra than the 
lu as to its probable size, it is tfu opening of ike meatus uri- 
Wu. It is more variable, in different individuals, than the 
gth of the prepuce, and bears no constant, or even general 
Mion, to the size of the urethra. In point of fact, besides 
tying, cengenilally, more than any other orifice of the body, 
B more often strictured from disease than any other por- 
B of the urethra, and yet it is assumed by authorities, as a 
ide to the normal urethral calibre. How, then, can it 
the surprise that no radical cure for Stricture has been 
"Hi? To warrant the reasonable expectation of cure, the 
"Clare must be cotnpletely divided at some one point, and 
• cannot be with certainty accomplished without a knowl- 
(Cof the normal urethral calibre. The normal calibre once 
1 by means of the urethra-metre, or by measure- 
■t of the flaccid penis, the method by which the sundering 
Uic Stricture at some one point is accomplished, may 
ly. and rest in the judgment of the operator. If dilatation 
divtihion be selected as the medium through which to 
3 this result, the procedure must be carried far enough to 
^tttiy rupture every fibre of the contraction ; if division, 
^fire must be completely severed, or subsequent re-con- 
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traction is certain. Neither divulsion alone, nor simple ure- 
throtomy, is capable of effecting this with any certainty. It 
requires a combination of these two methods to accomplish 
the desired result. My first dilating urethrotome was con- 
structed for the purpose of meeting these necessary require- 
ments. The results of the use of this, and other instruments 
involving the same principles, which were reported to your 
Society in February, 1872, have, as far as could be ascertained, 
proved permanent. The six cases then cited have each been 
carefully re-examined, within the last year, by myself and 
others, without being able to detect a trace of Stricture. 
One case, that of J. C. (operated on for five Strictures, be- 
tween December, 1871, and March, 1872), was re-examined, 
at a meeting of the Medical Library and Journal Association 
of New York, in June, 1874 (more than two years after the 
final operation), by a committee of surgeons, consisting of 
Professor Alfred C. Post, Drs. Miner and De Forrest Wood- 
ruff, of New York, who reported complete absence of even a 
trace of Stricture. 

Since my report of the above-mentioned cases to your 
Society, I have operated on a very large number of Strictures, 
with various instruments, but chiefly, and latterly almost 
solely, (except in Strictures at the meatus) with the dilating 
urethrotomes. One hundred cases of urethral Strictures, 
comprising two hundred and three operations, upon two hun- 
dred and fifty-eight Strictures, have \>cen carefully collated, 
from my books of daily record, by my assistant. Dr. J. Fuhs, 
and subjected to a subsequent critical revision by myself. 

The careful tabular analysis of these cases, which is pre- 
sented with this paper, embraces the following paints: I. 
Age of patient. 2. Cause of Stricture. 3. Locality and size. 
4. Number in each case. 5. Normal calibre of urethra. 6. 
Complicating diseases or conditions at date of operation. 7, 
Symptoms at date of operation. 8. Accidents following ope- 
ration. 9. Results of operation, as determined by a subse- 
quent re-examination with the full-sized bulbous sound, at 
periods varying from three weeks to three years. 10. Re- 
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^ultsas shown by continued relief from all symptoms, where 
no instrumental re-examinalion has been practicable. Not 
to absorb too much of the valuable time of this Society, I 
will only allude now to a few points of greatest importance 
in connection with the facts which are developed by this 
summary : 

1st. It will be found that out of the 258 Strictures, 52 
were in the first quarter inch of the urethra ; 63 in the follow- 
ing inch, viz., from J to I J; 48 from 1} to 3^; 48 from aj to 
3i; 19 from 3i to 4I ; 14 from 4^ to 5J; 8 from 5} to 6j; 6 
from 6i to 7t. 

Authorities claim that the great majority of urethral 
Strictures is found in the vicinity of the bulbo-membranous 
junction, and cite various possible causes for their frequency 
■0 this locality. 

By the above statement it will be seen that they occur, 
*» Would naturally be expected, in greatest frt-quency where 
■lie inflammation begins the earliest, and rages the hottest, 
^nd gradually diminish in frequency in the deeper portions of 
'he canal. 

2d. The normal calibre of the urethra is shown for 100 
cases in the following table : 



Thus, it will be seen that in ninety-six carefully measured 
**Scs, the aifrage normal calibre was 31.84; but omitting 
^Hccase of child of ten years, whose urethral calibre was 
^^mm., the average for the remaining cases is nearly 32mm, 

3d. Of the accidents following operations: Haemorrhage 
"* four cases; prostatic abscess in three cases; curvature of 
P*ois during erection in three cases ; urethritis in two cases ; 
7 
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diphtheritic deposit on wound in three cases ; urethral fever 
in seven cases ; retention in one case. 

In a small proportion of cases haemorrhage has been quite 
profuse ; not during or immediately following the operative 
procedure, but coming on after urination, or more commonly, 
during erection. Especially from the latter cause, it is some- 
times sudden, and copious, but readily controlled. The 
fact that haemorrhage, of any moment, ever occurs (although 
in the one hundred cases cited there were only four), leads 
me to use, and to advise, such precautionary measures, in all 
cases, as will give complete security against harm from this 
accident. My usual plan is to have an intelligent attendant 
instructed to watch th.e patient during sleep (when erections 
are most likely to occur), and to make prompt pressure of 
the penis at the incised locality. This is usually sufficient to 
arrest the flow. Applications of ice are also of value for the 




same purpose. In some cases I have found it necessary to 
introduce a tube into the urethra, making pressure upon it 
by means of a light bandage, and to have it retained until the 
haemorrhagic tendency has passed. 

An ordinary endoscopic tube answers well in such cases. 
Division of Strictures, at or near the meatus, is most likely to 
be followed by haemorrhage. Here a shorter tube will suffice. 
When the bleeding is from the vicinity of the meatus, it re- 
sults from the division of a small artery near the frenum. 
When in the deeper portions of the urethra, it arises, proba- 
bly, from incision into the trabecular spaces. In either case, 
the danger of recurrence is not entirely over before the fourth 
or fifth day. 

4th. Slight urethral fever has followed the operation but 
seven times. Six times, when for Stricture in the curved 
portion of the urethra ; once only, when the operations were 
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in the pendulous portion of the organ, and this occurred in a 
maijrious subject. This leads me to remark, that, in my ex- 
perience, operations confined to the pendulous urethra, are 
« a rule. HTSYT foiltnved by const itulicnal dtslurbaricc. even 
u'lieo six or seven Strictures are divided at the same sitting. 
But, to insure this result, no instrument, not even a sound 
for exploratory purposes, should be passed into the bladder, 
during, or immediately subsequent to the operation. 

;th. Three operations were followed by prostatic abscess. 
In one of these cases, the patient, who was a physician, sailed 
fci the West Indies In about a week after the operation 
Mich was for a single Stricture near the meatus), and re- 
ported troubleof the prostate coming on soon after, he mean- 
while, usjng a sound himself, to prevent recontraction. and 
«ch time passing the instrument through the prostatic 
oielhra. 

In the second case the patient. v;\\o was accompanied by 
nis physician, left my care three days after operation, and 
"ne week after reaching home (during which a sound was 
passed into the bladder every day or two), the prostatic trouble 
fame on, which ended in abscess. In the third case, the pa- 
'ient, who had been operated on for five Strictures, of a very 
tieiiic character, passed from my obser\'ation immediately 
*fter the operation. Prostatic trouble came on insidiously 
tiuringlhc next ten days, while the sound was being occasion- 
illy passed to prevent recontraction. I will not criticise, nor 
attempt to explain, the causes which led to the prostatic 
trouble in these cases. I recognize the fact, that the simple 
"*trtduftiaH of a sound, through the deep urethra, even with 
'** utmost sUli and care, may, of itself, give rise to an irrila- 
^">n'j>hieh may terminate in abscess oj the prostate. But I 
*'>I1 stale that no such accident has befallen any case which 
"*5 remained under my own personal care until healing of 
***eti-ound has taken place. 

6th. Curvature of the penis downward followed in three 
'-^^ies where numerous Strictures were divided, but this 
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'«ub!e occurring during erections was unattended with pain 
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and passed off entirely within from two to six months after 
the operation, in two cases. In one case, at the end of a year, 
there was sh'ght curvature, but it gave no trouble, and subse- 
quently disappeared. 

7th. Urethritis in two cases ; one followed an operation 
at the meatus, being set up by forcible use of a tube, by the 
patient, to prevent recontraction. It lasted acutely for three 
weeks, and was followed by a gleet, lasting four months, which 
finally ceased after a second operation, required by the recon- 
traction which ^had taken place. The third followed an opera- 
tion upon four Strictures, and occurred within a week. This 
was complicated by the presence of a diphtheritic deposit, 
upon the wound, near the meatus, probably resulting from 
a similar action in the wound of the deeper portions of the 
canal. 

8th. Diphtheritic deposit occurred upon the wound, in 
two other cases, lasting, under treatment by iron and quinine 
generally, aijd applications of the strong acetic acid locally, 
about two weeks, and was followed, in both instances, by a 
recontraction of the Stricture. 

Thirty-one cases were re-examined, and found cured, no 
recontraction having taken place. 



TABLE. 



Time after operation. 


No. of 
Cases. 


No. of 
Strictures. 


Time after operation. 


No.o( 
Cases. 


No. of 
Strictures. 


^ years 


I 
I 

2 

3 

4 
I 

I 

I 

2 
7 


4 

7 
8 

14 

7 
2 

I 

I 

10 

21 


5 months 

4 " 

3 " 

2i •• 

2 " 

I month 


I 
I 

4 
I 

4 
I 

I 

I 


7 
3 

15 
10 
II 


21 " 


t 

i^ year 

13 months 

I year 


10 months 


I 


9 " 

8 •* 

7 " 

6 " 


3 weeks 
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In thirty-one cases none of the Strictures had recon- 
tracted. In six cases most of them had been absorbed, while 
some remained. 




RESULTS IN loo CASES. 

Cam. Re-examined, h'o ri 

Cure. Patient perfectly well when last heaid from. No 

Perfect relief for a length of lime. Return of symplon 

Re-ex iminiLl ion. Slticlute found to bave recontracl 

Perfect relief for a lenelh of ttme. Reliim of symploi 



Relief of molt sympioms. Home reniBining. pBlienl still 

nniler Irealment 4 " 

Pittial relief. 3 " 

tRenilt not known 1 cue. 
It will be seen from these statistics that the results of 
itment justify in the completest manner all that has been 
heretofore claimed by me for the method. In point of grav- 
ity it will be seen that cutting operations for the division of 
Stricture in ^he pendulous portion of the urethra (where the 
great majority of Strictures are found), compare most favora- 
bly with all other modes of treating Stricture, and cannot be 
considered as exposing the patient to more peril or inconve- 
nience than simple gradual dilatation by means of graduated 
soft bougies or sounds. In regard to the advantages of ope- 
f^tions as quoted, they are manifold, to the patient as well as 
to the surgeon. They are comparatively painless, except near 
the meatus, and speedily performed, involving at most but a 
■en' days loss of time (often not even a day, where the Strict- 
*"c is single and recent). The after treatment consists only 
•** separation of the wound throughout its extent by the easy 
Passage of a full-sized steel sound daily, or evcrj' other day, 
yitil healing is complete. If by this time no other Stricture 
'^ tliscovcred, the patient may be dismissed as cured. Some- 
"Hcs, however, after the division of a single Stricture other 
^nds oT larger calibre in the vicinity, which had been so 
stretched during the operation that they eluded detection, 
^^y be found. But this will always be ascertained within 
'ho few days which suffice for the tissues to recover from the 
*^l6tation consequent upon the operation. In such cases these 
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bands must be divided in the same manner as the first. Ab- 
solute divisioji of all bands which in the least contract the canal 
is necessary for complete immunity from after trouble. Failure 
in obtaining perfect freedom in the passage of a full-sized bulb 
is due to the imperfection of the means used, and not to any 
fault in the method. 

In certain long-standing, dense, fibrous Strictures, I have 
sometimes experienced great difficulty in effecting their thor- 
ough division, and this is especially the case in regard to 
Strictures caused by masturbation, or by traumatism. I have 
occasionally had to use several different kinds of cutting 
and dilating instruments before the desired object was 
effected. No one instrument can ever be depended on to 
succeed, completely, in all cases. In ordinary Strictures what 
I term my improved dilating urethrotome, will be found the 
most easy of management, and is, as a rule, thoroughly effect- 
ive. It is constructed with a dilating apparatus, and when 
closed is in size equal to about 20 of the French scale. Upon 
its superior aspect, a blade, guarded at the top, is slid down 
through a groove to the end of the shaft, (after the manner of 
the urethrotome of M. Maisonneuve,) possibly nicking the 
smaller Strictures in its passage. The screw at the handle is 
then slowly turned until the hand on the dial indicates that 
the instrument is dilated up to two or three millimetres be- 
yond the previously ascertained normal calibre of the canal. 
The blade is then slowly withdrawn, cutting through all the 
Strictures on the superior wall of the urethra. The strain of 
the dilatation falling almost solely on the Strictures, they are 
thus made the most salient points, receiving the anterior edge 
of the blade, while the normal portions of the canal are pro- 
tected completely, or nearly so, by the guard on the top of 
the knife. In this way the division of the Strictures is accom- 
plished with the least possible injury to the mucous mem- 
brane covering the sound portions of the urethra. The in- 
strument is then withdrawn, and an examination for results 
is instituted with a full-sized bulb. If any fibres of Stricture 
are then detected, the operation must be repeated, at the 



DILATING URETHROTOME. 






C 






Contracted point, until perfect freedom to the passage of the 
bulb is secured. 

For a second operation, I not unfrequently use one of my 

earlier urethrotomes,* which cut only at a 

single predetermined point, and the blades 
of which are not protected by a guard. In all 
these instruments the incisions are compara- 
tively slight. The tension to which the Strict- 
ures are subjected renders them thin, and 
brings them into condition to be completely 
:vercd by an incision of the least possible 
■pth. Culling always upon the superior 
if the urethra and in the median line, 

lamorrhage is usually slight, and ceases al- 
most immediately. In all cases of Stricture, 
at or near the meatus, I am accustomed to 
make the division on the inferior wall of the 
canai, and very thoroughly, with a straight 
bulb-pointed bistoury. The utmost freedom 
to the passage of the bulbous sound must 
here be insisted on, and not a single trace ■ 
of contraction left uncut. The after-treat- 
ment of this class of Strictures requires much 
more care to prevent recontraction than those 
in the deeper parts of the urethra. Every 
possible means must be used, such as rest, 
Cold water applications, etc., to prevent in- 
flammation; otherwise a recontraction is 
liable to occur. The very least return of ob- 
struction is often sufficient to prevent the 
cessation of the gleet or of the reflex troub- 
les, for the cure of which this operation is 
Usually performed. 

•The dllaiiogiircthrolomes are known loihemaken (Messrs. Ticniann&Co., 
do, 6? Clalham Street, and Meurs. Olto & Sons, 64 Chaiham Street), ns No*. I, 
1, }, 4, h) the nriler of iheir invention — Nos. 1 and 3 dilating and cutting at ■ 
ria^ prtdetennined pwil, while Noi. 3 and 4 dilale the cniire canoL Each hu 
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As a means of avoiding inflammatory action after opera- 
tions upon the penis, I am in the habit of insisting upon a 
constant application of cold water by means of a small India- 
rubber tube, arranged so as to encircle the penis, and through 




TtEauum-co-inr 

BULB POINl'EO BISTOURY. 

which water of any desired temperature is carried by syphonic 
action.* The healing process is thus facilitated ; painful erec- 
tions (which sometimes follow operations upon the pendulous 
urethra), are allayed, and the chances of urethritis avoided. 
By proper arrangement of the vessels containing the water the 
patient can use the cold water coil while in bed, or when sit- 
ting, or the water bottles may be so arranged in an upper and 
a lower pocket, that the patient may, if necessary, even walk 
about and attend to pressing business without removing it. 

advantages which cannot be combined in the other, but either one will answer 
in all cases of single Stricture. When several Strictures are present, esp>eciall7 
if close together, the latter numbers are to be preferred. No. 4 has the advantage 
of being adapted to any Stricture in the straight urethra without distending the 
curved portion of the canal. 

* The apparatus which I have designated the '*Cold Water Coil" is formed 
of a line of the small-sized India-rubber tubing of one- sixteenth of an inch calibre, 
and six or seven yards in length. At the middle portion this tubing is coiled 
upon itself, so that, by half a dozen turns or more, it presents sufficient capacity 
to loosely encircle the entire penis or scrotum. 

This coil, with the length of tubing proceeding from it. forms an apparatus 
through which, on placing one extremity of the tubing in a bowl or tumbler of 
ice water, exhausting its contained air (by suction, or by drawing the lube 
through the finger), a syphonic current is established through the coil. The dis- 
charge pipe being placed on a lower plane than the water supply, the current may 
be kept up until the vessel is emptied. 

The rapidity of the flow can be regulated either by raising or lowering the 
end of either tube, which is the simpler plan, but the more convenient one is by 
a tapering, double silver tube, attached to the discharge pipe, a sponge being fitted 
to the inner tube. This sponge, when the inner tube is pushed down into the 
smaller end of the outer tube, becomes compressed, and gradually obstructs the 
flow of water, until not a drop will exude. This contrivance may be regulated so 
that either a free stream can pass, or that the single drops shall follow each 
other, more or less rapidly, with the regularity and precision of a time-piece. 
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The above directions refer entirely to operations within the 
pendulous urethra. Surgical operations in the curved portion 
of the canal demand rest in bed, until the 
healing process is complete. 

in none of the cases above reported has 
any dilatation been attempted after the heal- 
ing of the wound made during the operation. 
The use of sounds subsequent to the opera- 
tions, is simply to separate the cut surfaces, 
and not for purposes of dilatation, and their 
use is discontinued as soon as a full-sized bulb 
can be passed through and beyond the previ- 
ous site of Stricture, and withdrawn without a 
trace of blood accompanying or following the 
use of the instrument. 

Recontraction of Stricture, after operation, 
is simply due to incomplete division, and this 
*ill, as a rule, be detected within one week, 
or at most two weeks, by which time strict- 
ure tissue distended — not divided — will suffi- 
ciently rccontract to become readily recogni- 
zable by the full-sized bulb. If, then, no 
Stricture can be recognized, the cure of the 
difficulty may be considered complete, and no 
futtiicr treatment, will be required. 

Strictures of a calibre of less than 16 or 1 S 
ofthe French scale (7 org of the En^Hshl, n - 
<iuire enlargement by gradual dilatation witli 
soft bougies when this is well borne, if iiut, 
'>/ divulsion, or by the urethrotome of M. 
Miisonneuve. After having been brought, "" ci;h\e. 
''yany one of the methods above referred to, up to a capacity 
P*"nitting the passage of the dilating urethrotome, complete 
"'vision of the Strictures by means of this instrument may 
t« readily effected. 
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CHAPTER VI. 



ITINERARY. 

ABOUT three months after the presentation of the forego- 
ing paper to the State Medical Society, I made a voyage 
to Europe with my family, stopping incidentally in London. 
Not hitherto satisfied with the mechanism of the iirethrametre 
I availed myself of the exceptional skill of Messrs. Mayer & 
Meltzer. Surgical Cutlers to the University Hospital College 
of London, to substitute steel springs for the jointed arms. 
By this improvement the instrument was rendered more val- 
uable through increased accuracy and freedom from points 
of friction. The dilating urethrotome was also improved at 
that time, concealing the blade by dropping it into a groove 
at the end of the instrument. 

Presenting a letter to Mr. Berkeley Hill, from my friend 
Dr. Bumstead, I was cordially received. I soon found that 
Mr. Hill was an coarant with my published views and 
in general harmony with them. By his invitation, on 
the 7th of July, 1875, 1 delivered a clinical lecture at the 
University College Hospital, embodying my peculiar views 
on urethral Stricture with practical demonstration, before a 
large body of students and medical men, A report of this 
lecture, by the late M. Victor de Meric, may be found in the 
London Lancet of July 24th, 1875. 

1 called upon Sir Henry Thompson, author of several 
works on genito-urinary diseases, and perhaps the greatest 
accepted living authority on all such matters. My previous 
published criticism of his teachings on urethral Stricture, fp. 
69, rf scgui/iir,) while purely impersonal and scientific, did not 
lead me to expect a cordial acceptance of my views. They 
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were made the subject of some discussion, however, and sub- 
sequently I was afforded an opportunity, through his polite 
invitation, of witnessing several operations by him, on Strict- 
ure, and for vesical calculi, on private patients. The results 
of the Stricture operations as well as of the discussions which 
followed them were not productive of a satisfactory settle- 
ment of the grave points of difference which were known to 
exist between us. 

Through the courtesy of Mr. Alfred Cooper, Mr. Walter 
Coulson and Mr. W. F. Teevan, eminent surgeons in London, 
and connected with the Lock Hospital and St. Peter's Hos- 
pital for stone, I operated on several cases of urethral 
Stricture and demonstrated the capacity of my different 
instruments in each of those hospitals, and in each case 
operated on, the proportionate correspondence between the 
urethral calibre and the circumference of the flaccid penis 
was proved. One case was met in Mr. Coulson*s service 
at the Lock Hospital, where the circumference of the flaccid 
penis was 10.6 centimetres (4^^ inches). After the divi- 
sion of an anterior contraction, I passed a solid steel sound, 
No. 40 F*. through the entire urethra without the least force. 
This instrument was withdrawn by Mr. Coulson, who then 
expressed his conviction that the normal portions of this 
canal had not been over-distended by the introduction of the 
sound No. 40, i. e., of a circumference of 40 mm," 

Another case (in St. Peter's Hospital) in the service of 
Mr. Coulson, was subsequently published in the London 
Lancet of August 28th, 1875, page 305, under the title of 

Perineal Section followed by the Operation of Dr. 
Otis for the cure of Fistula in the Perin^eum, by 

Walter Coulson, F. R. C. S., Surgeon to the Lock and St. 
Peter's Hospitals, is here quoted from the Lancet. 

** The following case considerably abridged, may serve as 
an introduction to some remarks on perineal fistulae and on 
the operation for Stricture, proposed by Dr. Otis of New 
York, and recently performed in this country. 

** Case is that of Robert D., aged forty-four, seaman. About 




; years previous to his admission, Tor the second 
hospital, he had been treated as an in-patient by dilatation at 
Grey's Hospital. Two years ago (1873,) he was admitted 
with extravasation of urine, following retention. This condi- 
tion was relieved by free incision of the perineum. The 
patient made a good recoverj-, but a perineal fistula remained, 
which it was hoped might be closed by continuing the dilata- 
tion of the Stricture. At the time of his leaving the hospital 
a No, 5 English (12 French) catheter could be passed into 
the bladder; but the man neglected to attend as an out- 
patient, and when re-admitted, in May, 1875, he was unable 
to pass any urine naturally, the whole of it escaping in a 
small stream, through the perineal fistula. The passage of the 
urine now causes great pain and scalding, which continue for 
some time after micturition; he suffers from constant desire 
to micturate, the urethra is exceedingly sensitive, the urine 
loaded with mucus and pus, and no instrument can be passed 
into the bladder. Up to the 17th of May, several attempts 
had been made to pass elastic inslruments into the bladder, 
by the penis, and through the perineal opening, but they 
failed. He has been taking fifteen minims of sandal oil three 
times daily, which has materially diminished the muco-puru- 
lent deposit in the urine, but has had no effect in diminishing 
the scalding. On two occasions he had retention of urine 
which was relieved, after some difficulty, by insinuating 
a smalt elastic instniment through the fistulous opening into 
the bladder, but all attempts to pass an instrument along the 
penis, from the meatus, were unavailing. However, an ex- 
tremely fine elastic bougie could be passed along the penis 
and out at the perineal opening. On May 17th, I performed 
the following operation. A No. 8 (E.) steel bougie was passed 
down along the urethra, as near to the fistula as the thick- 
ened structures surrounding it would permit. A free incision 
was then made through the fistulous opening, and the adja- 
cent Etrictured portion of the urethra was freely divided. A 
straight grooved director was then passed through the 
Abound into the bladder, the edges of the fistula were pared 
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and a No. i6 French elastic catheter was introduced into the 
bladder, the straight director acting as a guide. The cathe- 
ter was tied into the bladder and retained there until the fol- 
lowing evening. 

" No bad symptoms followed the operation, and the tem- 
perature of the patient remained unchanged. From this date 
until July 19th, both continuous and occasional dilatation 
was employed, and the edges of the wound were touched 
from time to time with caustic. The perineal wound became 
merely a fissured opening, but still it would not quite heal, 
and on every occasion that the patient passed water some 
portion of the urine escaped through the fistula. The ques- 
Hon then presented itself^ whether the fistula might not possibly 
be kept patent by some constriction in the penile portion of the 
urethra. With the assistance of Dr. Otis an examination 
was made with the urethra-metre, and the existence of three 
distinct points of Stricture was demonstrated. It was there- 
fore resolved that resort should be had to his operation. 
The patient was placed under the influence of ether adminis- 
tered by Dr. Knott, and the urethrotome of Dr. Otis was 
passed down as far as the fistula. The instrument was then 
made to indicate a dilatation corresponding to 32 of the 
French scale, and the three points of contraction were freely 
divided. The last mentioned result was verified by the intro- 
duction of the bulbous sound (32) which was passed down as 
far as the fistulous opening, and withdrawn without a catch. 
A tube open at both ends and about five inches long, was 
tied into the urethra after the operation, and was allowed to 
remain for six hours. This was at the suggestion of Dr. 
Otis, but the tube was removed, at the patient's request, as 
there was no sign of bleeding ; the loss of blood after the 
operation was also slight. From the date of the opera- 
tion, July 19th to the 24th, no unfavorable symptom mani- 
fested itself. A 32 bougie was daily passed along the ure- 
thra to prevent adhesion of the cut surfaces, and ttie patient 
left the hospital cured. When he reported himself to me 
August, 1 6th, the fistula was completely healed'^ 
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Mr, Coulson then follows with . 
mcnts and modes of operation, w 
views and the results claimed. 
"Amongst the complications 



description of my instru- 
:h an explanation of my 
In concluding he says: 
ing from Stricture, extra- 



vasation of urine, and injury to the urethra, there are few 
which occasion more inconvenience to the patient, and trou- 
ble to the surgeon than perineal fistula. In D.'s case, the 
complication resulted from an operation performed for the 
relief of extravasation, and, dilatation having been tried and 
failing to close the fistula, perineal section was for a second 
time resorted to; but in spite of this operation, and subse- 

> quent dilatation, the fistula remained open. 

" The result of Dr. Otis's operation certainly proved that 
slight contractions, which are not usually recognized as Strict- 
ures, may offer obstruction to the passage of the urine suffi- 
cient to prevent a urinary fistula from healing. The result 
of the internal division of the Strictures and the daily intro- 
duction of full-sized instruments left the mucous wall of the 
canal, after complete cicatrization had taken place, as supple 
and non- resisting to the passage of the fuU-sized sound, as a 
perfectly healthy urethra." 

In order to prove the results above shown by Mr, Coul- 
son, I will introduce in this connection a 'case published 
in the British Medical Journal of October 2ist, 1876, as 
related by Mr, W, F. Teevan, Surgeon to the Lock and 

r St. Peter's Hospitals, London, being an extract from the 

I proceedings of the Clinical Society of London, as fol- 

r lows : 



" Traumatic Stricture and numerous penile fisiulv cured by 
internal vretlirotoniy'' Mr. Teevan related particulars of the 
case. The patient was a sailor who had injured his scrotum 
and penis by a fall twenty-one years previously. Numerous 
abscesses formed and sixteen fistulas resulted, through which 
alt the urine was passed. In the course of a few years the 
fistulx in the scrotum (eleven in number) closed, but those 
in the penile urethra remained open. For a period of more 
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than three months Mr. Teevan tried three separate plans of 
treatment, with but partial success. 1st. Retaining a catheter 
in the bladder. 2d. The patient drawing off all his own urine 
with a catheter for two months. 3d. The application of 
heated wires and probes tipped with the nitrate of silver. 
On January 6th Mr. Teevan performed Dr. Otis's opera- 
tion, and nine days afterward all the fistulcB were closed ditiA 
remained so permanently. The points of interest in the case 
were, 

1st. The Stricture being a traumatic one, of the worst 
description. 

2d. The fistulae being in the penile urethra, always most 
difficult to cure. 

3d. The fistulae having been open for the long period of 
twenty-one years. 

4th. The failure of three different methods of treatment. 

5th. The permanent closure of the fistulae after the Strict- 
ured portion of the canal had been enlarged by Dr. Otis's 
urethrotome to its natural calibre which was 31 m. in circum- 
ference. 

6th. Subsequent to the operation no catheter was left in 
the bladder, nor was the urine drawn off." 

Through the courtesy of Mr. Joseph Lister, F. R. C. S., 
then Professor of Clinical Surgery of the University of Edin- 
burgh, and Mr. Annandale, F. R. C. S., Lecturer on Clinical 
Surgery, of the University of Edinburgh, I was enabled to 
present my views on urethral surgery before the British Med- 
ical Association at the meeting in Edinburgh, August 5th, 
1875, in an address which was published in the British Med- 
ical Journal, February 26th, 1876. 

Two complete and beautifully finished sets of my 
urethral instruments, manufactured within a fortnight af- - 
ter my arrival in London, by Messrs. Mayer & Meltzer, . 
were placed on exhibition by them in the Surgical In — 
strument Hall of the Association, at the meeting of August, ^ 

1875. 

Later in the season, September, 1875, passing through^ 



Pam, I loaned my instruments to M. Collin, successOi' to M. 
Charriere, Surgical instrument-maker, who duplicated them 
for the benefit of the profession thtre. My time however 
was so limited that 1 could not then bring them the instru- 
ments, with my views and experience personally before the 
surgeons of that city, distinguished in the history of Genito- 
urinary surgcrj-. 

On my return to the United States early in October, 1875, 
I found a greatly increased interest among surgeons in the 
views which for the previous five years 1 had persistently ad- 
vocated in societies, in the journals, in my hospital services, 
and in my Clinical Chair in the College of Physicians and 
Sui^eons. All the various hospitals had been provided with 
my instruments, and dilating urethrotomy for the cure of gleet 
and Stricture was beginning to be generally practised. 

Gleet, in its relations to urethral Stricture, was becoming 
» matter of interest to the profession at large, and 1 was 
ttqucsted to write an article embodying my views as definitely 
^ possible on the subject for the series of American Clinical 
Lectures, edited by Dr. E. Seguin, and published by Put- 
nam's Sons, of New York. This was written at once and 
published in October, 1875. Inasmuch as it became the sub- 
ject of subsequent important public discussion, it is thought 
desirable in this place to reproduce it entire, as follows: 

GUit, and its relations to urethral Stricture. 

"The secretion of the urethral mucous membrane serves as 
'protector, and lubricant, for the preservation of this mem- 
""nc from contact with the irritating urinary fluid. It is 
"•^dc up of germinal granules — particles of bioplasm (Bcale), 
*''ich rise up through the interstices of the sub mucous cellu- 
**•■ tissue,* are transuded through the basement mucous 
""Ctiibrane. and becomes organized as the protective and 
'"bricative epithelial cells of the urethral mucuous mem- 
"fanc; and where the conditions of its evolution are in every 
^pect perfect, in quantity just sufficient for the lubrication 
'"d protection of this structure. This is never sufficient to 
* RindAeUch, Palholt^cal Hiilology. Am. Ed. pp- 43, 99- '' "1- 
9 
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be perceptible to the naked eye, except as a moist glazing ol 
the surface. Any excess is always the result of an abnormal 
stimulation of the natural processes, except in a single in- 
stance, purely physiological, when it proceeds from an erotic 
excitement, and appears at the urethral orifice as a transpa- 
rent mucous exudation, which passes off with a cessation of 
the nervous impression which provoked it. The causes 
which unduly increase ' the secretion of this membrane 
(and in speaking of the urethral mucous membrane, I include 
the glands, crypts, and follicles, made up of its local redupli- 
cations), are to be divided into two classes : — first, active 
inflammation set up by contagion, or clap ; and second, 
mechanical injury or obstruction, such as urethritis, from 
lodgment of calculus, or injuries caused by irritant injections, 
or instrumental violence, or from urethral Stricture. 

The first effect of an approaching inflammation of mucous 
membrane is an increase in the natural secretion. The 
mucous cells are hurried along, through their different stages 
of development, and, as the amount of secretion increases, it 
is less and less perfectly elaborated ; the germinal material is 
drawn to the surface with increasing rapidity, until cells, 
w-hich, in health, pass through a gradual development, from 
the germinal granule to the fully formed epithelial scale, now 
appear as a mass of emasculated corpuscles — pits cclls^ which 
constitute what we are accustomed to designate as a purulent 
discharge. 

The inflammation is thus characterized, during its contin- 
uance, whether arising from contagion or from mechanical or 
traumatic causes. The character of inflammation in the ure- 
thral mucous membrane varies in degree^ rather than in kind. 
Its products are, to all appearance, similar, whether the result 
of gonorrhoeal contagion, or from injury caused through in- 
strumental or mechanical interference alone. The duration 
of the inflammation varies, as the cause is more or less vicious 
in its onset, or more or less persistent in its influence. An in- 
flammation set up by a gonorrhoeal contact will continue, in 
spite of the most efficient and judicious treatment, for sev- 
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mluccks, while the inflammation caused by the forcible in- 
Iroduction of a sound through a narrow meatus urinarius, 
Wif subside in a few days, and yet circumstances, ivlwlly un- 
imntatd wilh contagion, may elevate this latter discliarge, 
from a purely traumatic inflammatory product, so that it may 
tominiinicate a disease to a perfectly healthy individual, in 
no ttny distinguishable from a gonorrhteal inflammation. 

An inflammation, set up by contact with pus, from an ac- 
KfiOtt-lcdged gonorrha?a, at once partakes of the vicious, con- 
•^ious character of the inflammatory products from which it 
*as derived. A simple urethritis w/^y continue simple, and 
ftcoverj- take place within a short period, or it may be ag- 
gravated by various influences, such as vinous or sexual 
^'(Ccss. contact with uterine or vaginal secretions, prolonged 
physical exercise, or from simple mechanical irritation, in a 
strumous or gouty diathesis, until it shall have acquired the 
property of contagiousness. Arrived at that point, urethritis 
^* non-venereaj origin, does not differ in any way from that 
^'hich has been originally acquired by contagion. The coiu- 
^'*£'iim, or contagious clement present in gonorrhceal inflam- 
'^ation, would seem to be due to an acquired viciousncss, 
""'>m the fact, that this contagitim may be developed, or in- 
**uced, in simple urethritis, by the various causes above enu- 
'**crated, independently of contact with the gonorrhceal se- 
^etion. This position, most important in practice, as v.'cll as 
'* a tnfdUo-/egiil point o/vieiv, is capable of substantiation by 
**^incnt authority, and besides, I have personal knowledge 
*** its truth, from a number of carefully observed and recorded 
^*ses. The active stage of an inflammation of the urethral 
*nucous membrane is called an urethritis, when resulting from 
*^Uses independent of venereal contact, and when refera- 
"'c to a contagious origin, it is termed a gonorrhea. Its du- 
*^tion in the great majority of cases, may be set down as 
**^UTorfive weeks. In the cases where complete recovery 
**oes not take place within this time, there is usually a sub- 
sidcncc of the more acute symptoms, and the case is then 
characterized by a painless or nearly painless discharge, more 
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or less profuse, and more or less purulent, which persists, in 
spite of the most earnest and judicious treatment by internal 
and local remedies, for weeks, perhaps months — often years; 
at times reduced to a mere secretion, which sticks the lips of 
the meatus together, when, upon a slight indiscretion in diet, 
a little sexual or vinous indulgence, within a few hours it 
may return as a free, and possibly painful purulent discharge. 
This chronic form of urethritis, which has, from time imme- 
morial, afflicted humanity, and which has probably been the 
source of more trouble, to patients and surgeons, than any 
other known difficulty, is familiarly known as GLEET. 

It is usually considered either as a sort of chronic gonor- 
rhoea, and treated on the same general principles (by internal 
remedies, and local injections), or is looked upon as the result 
of a debilitation of the urethral mucous membrane but having 
no specific or contagious property associated with it, and is 
treated by specific and local means, with the addition of some 
constitutional remedies addressed to the conijition or diathe- 
sis upon which the continuance of the difficulty is supposed 
to depend. Now, if it can be established that gleet is the 
result of a mechanical condition, that it may be produced, 
without the previous occurrence of a gonorrhoea, by a simple 
obstruction to the free discharge of urine through the urethra, 
and that this obstruction may occur as a result of ^;/y inflam- 
mation or injury which shall implicate the sub-mucous urethral 
tissues, it will then be clear that no treatment which is not 
based upon the detection and removal of the mechanical 
difficulty can be more than palliative. And if it can be shown 
that the detection of contraction is possible in all cases of gleet ^ 
and that its removal is certain to result in the cure of the 
gleet, the proof of the non-specific character of gleet may be 
considered established."**" 

Mr. Henry Dick of London, whose brochure on the 
*' Pathology and Treatment of Gleet," f JS in my opinion, the 
most valuable contribution to the literature of this subject in 
any language, says ** Gleet is always the consequence of. a 

* See page 139- \ Published by Bailli^re Bros., in 1858. 
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dap, I have never seen it idiopathically appear without clap, 
except in cases of disease of the prostate gland or the blad- 
der. I would not say that idiopathic gleet never exists, but 
I have never seen it." This statement conveys the inipres- 
sion which is generally accepted by the profession in regard 
to the cause of gleet. 

Acute urethritis, from whatever cause, may be stated as a 
self-limited disease ; — a disease which, under various methods 
of treatment by internal remedies, such as copaiba, cubebs, 
sandal oil, etc., by alkaiies and diuretics of various kinds, by 
loca! injections, such as sulphate of copper, sulphate of zinc, 
acetate of copper, acetate of zinc, acetate of lead, nitrate of 
silver, any and all of the mineral salts or vegetable astrin- 
gents, preparations of carbolic acid, liquid glass (silicate of 
soda), fuller's earth, or any one of the thousand injections 
which have been used and lauded for their curative influ- 
ence on acute urethritis — or by no treatment at all. — has a 
tendency to get well within a limited time, and that time 
may be stated to be about four weeks. Dr. Bumstcad* for- 
mulates the experience of the profession, past and present, 
in the statement that the average duration of the disease 
is 'three or /our weeks' " Greatir success on the average" 
says Dr. Bumstead, " is probably not attainable by .my means 
with which wc are at present acquainted." I have met quite 
a number of well authenticated cases, where there was a his- 
tory of a severe gonorrhcea with inflammatory complications, 
which recovered within this time, under the use oi baths alone ; 
— others, where homoeopathic treatment was resorted to ; and 
others again, where no treatment at all was had, and where 
recovery came within the four weeks. Now, while I am sure 
that a variety of remedies, local and general, may, when judi- 
ciously employed, enable the patient to pass through the 
disease with much more comfort, and less danger of subse- 
quent trouble, than without treatment, yet I am quite pre- 
pared to state as my opinion, based upon a large personal 
experience in the treatment of this disease by the most ap- 
* Bumstead on Venereal Disea^i's, riiil.. 1870. p. 92. 
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proved methods, that it is a self-limited disease in its acute 
form, and, when it lasts longer than four weeks, or when 
apparent recovery takes place, and the discharge breaks out 
afresh without new exposure, that there is a complication 
present either the result of the current inflammatory trouble, 
or of some inflammation antecedent to the attack, which 
causes the continuance of the trouble, and which must be 
appreciated and removed before any permanent cure can be 
had. This complication is URETHRAL STRICTURE — Strict- 
ure in the sense of an abnormal contraction of the urethral 
calibre, at some point at or between the meatus urinarius and 
the bulbo-membranous junction ; and I will furthermore state 
it as my conviction, that the continuance of the inflammatory 
trouble (and whenever there is an urethral discharge there is 
incontestibly more or less inflammatory trouble) is due to the 
irritation kept up by the arrest, more or less complete, of the 
stream of urine at the point of Stricture, and by the imperfect 
emptying of the urethra after urination. Chronic gonorrhoea 
— Gleet — also variously designated as prostatic, gouty, scrofu- 
lous, is dependent, as a rule, on abnormal contractions of the 
urethral canal. The only exception that I recognize (aside 
from the presence of polypoid, or warty growths in the ure- 
thra) is the engagement of urethral sinuses (as the lacuna 
magna, or some one of those occasionally met near ^e mea- 
tus, possibly deeper down), and these I have never found en- 
gaged, unless more or less co-arctation at an anterior point 
was also present. Chronic urethral discharge means Stricture. 
I am quite aware, that well-defined Stricture may be present, 
without a palpable discharge, but there is always to be found 
evidence of a certain degree of irritation present in all such 
cases, although there may be no appreciable discharge. When, 
however, there is discharge, there will, in every case, be found, 
if the examination is efficiently made, a well-defined and un- 
viistakable point of Stricture, 

The dependence of continued inflammation in gonorrhoea, 
and of the continuance of chronic urethral discharge, upon 
the presence of Stricture, is no new discovery. All the recent 




approved authorities recognize it. Dick was the first, so fat 
as I know, to insist upon a thorough examination of the ure- 
thra for ohslniction in every case of gleet, and his instruc- 
tions for the examination of the urethra with the bulbous 
bougie of Lc Roy d'Etiolles are minute and complete. Sir 
Henry Thompson says in his work on Stricture of the Ure- 
thra, page 90 ; •' 1 have known instances in which this symp- 
tom (gleet) has been so prominent that the patient has been 
treated for a gonorrhcea. during a period of many weeks, with- 
out suspicion arising that a Stricture existed, which was its 
sole cause ; the subsequent recognition of the contraction and 
its cure having been attended with the complete cessation 
of the discharge." 

Dr. Bumstead (Bumstead on Venereal Diseases, 1S70, p. 
9J.)iays; " It is not impossible that there is Stricture of the 
uretlira, witick is the most frfquoil cause of the continuance of 
i gluly discharge following an attack of gonorrha-a" 

Van Buren and Keyes, p. 71, say, " The most common 
nf all duscs for continued gleet is Stricture, already present 
IT fdtmng" and yet in spite of the unmistakably pointed 
wd positive statement of these, and other valued authorities, 
tilt usual treatment of chronic gonorrhcea and of gleet at the 
pftsent day, is by nostrums, sandal oil, copaiba, urethral 
injections in multiplicity, and the use of medicated bougies 
»nd sounds. And why? It is not that urethral Stricture is 
troubled as a possible factor in the case ; it is not that this is 
intecogniied as the most frobable cause of the difficulty; 
huilKcausc the examination of the diseased urethra is con- 
fSucied with imperfect instruments, and that as a consequence, 
"0 exhaustive examination of the canal is made. The least 
^^'U'Qilion at any point in the urethral canal has been demon- 
t'aitd as capable of causing the indefinite continuance of an 
"relirtil discharge and even of establishing it, de novo, without 
^'"trtal contact* If this is the fact, then some means for the 
""action of the least contraction of the urethral canal must 
"sed in order to ascertain the presence or absence of Strict- 
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ure. To this end, the first step must be to ascertain the nor* 
mal urethral calibre in the presenting case. It has been 
proved that every urethra is an individuality, and that no 
average standard is of use in examining a given urethra. The 
establishment of the normal calibre is the first step towards 
ascertaining whether or no there be any co-arctations in its 




BULBOUS SOUND. 



course. This can only be accomplished by actual measurement 
by means of an urethra-metre. The proposition is a purely 
mechanical one. Given a tube, urethral or otherwise, in 
which it is desirable to ascertain whether or not there exists 
a contraction of its calibre at any point, the first question to 
settle is the size of the ttibe ; this effected, the determination 
of any variations becomes easy ; without it, impossible. The 
bulbous bougie was relied upon by Le Roy d'Etiolles, Dick, 
and others, many years since, and it has been growing in favor 
very slowly but surely, so that now it is an indispensable in- 
strument in urethral examination for Stricture. Explorations 
with an ordinary sound, catheter, or straight bougie, are 
practically valueless in determining the size, locality, and 
number of Strictures in a given case. The presence of a con- 
tracted meatus (a very common complication, as a result of 
infantile balanitis or gonorrhoeal inflammation) makes the de- 
tection of any deeper Stricture, if of greater calibre, quite 
impossible. The sudden release of a bulbous sound or bou- 
gie, of a size which, by firm but gentle pressure, may be made 
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to pass through the meatus, indicates as it slips into the 
fossa naviculars, that contraction is present at that point ; 
and the relief of the contraction becomes a necessity before 
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the deeper canal can be efficiently explored, or the nor- 
mal calibre of the urethra be estimati:^. It is here that 
the value of the urethra-metre in the diagnosis of Strictures \ 
becomes evident. This should be introduced through the ' 
contracted meatus (when this is not below 12 F.), and down 
to the bulbo-membranous junction. At this point the bul- 
bous portion of the instrument is to be expanded, by means 
of the screw at the handle, until a feeling of fulness is expe- 
rienced, when, if there is no Stricture at the point of trial, the 
pointer on the dial-plate will indicate, with sufficient certainty, 
the normal calibre of the urethra under examination. Now, 
drawing the instrument slowly out, if Stricture Js present, the 
bulb will be arrested at that exact point. The screw is then 
turned, diminishing the size of the bulb, until it slips through 
the co-arctation, when a glance at the dial will show the 
cilibre of the Stricture. This subtracted from the figures 
indicating the normal calibre, will give the praise va!iu of the 
contraction. The remainder of the canal, examined in the 
wmc way, brings the bulb finally to the meatus, where, in the 
mnc manner, the greater or less degree of deviation from 
Ihenormal size will be shown. Henle* has demonstrated the 
meatus urinarius to be of 
uniform size with the fossa 
navicularis, and thus from 
an anatomical stand-point, 
has demolished the error 
which has been dissemina- 
ted by so many authorities, 

and which has achieved so 

I Ttttjwi. MTCTws or AXTMioR much fictitious importance 

•^ roRTroi> or vexn. gg a guide in urethral ex- 

^^bution, viz.. that the meatus urinarius is a imasure 0/ the 
^^Kttfthf normal eatia/.f 
^^^ *Ilaiilfa«cb dft tyilem»titchen Analomie des Menschen, von Dr. J. HeaU, 

i A cmiunt relation ippears lo exi» bclwef n ihe urethral calibre and ihe 
"w d tit ,,enL* wilh •hich il is associated. Thh is a f.ct demonstrated by 
■^'-1 tnci.'iicincnrs with (be utei bra- metre in several huodrcd cuci, witbonl « 
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What I desire now to make prominent is the fact that the 
best recognized authorities have long appreciated the value 
of Stricture as an agent in the prolongation of urethral in- 
flammation and irritation. Whenever it could be demon- 
strated by the imperfect means used, it was at once accepted 
as the probable cause of trouble ; it was only when no Strict- 
ure could be found that the surgeon was driven to the use 
of internal medication and topical applications. The urethra 
was vainly explored for Stricture, because the instruments in 
use were inefficient. The endoscope was the result of an in- 
telligent effort to clear up the diagnosis in cases of gleet, 
where no Stricture was found. D^sormeaux, Cruise and 
others, discovered the granular spots studding the urethra in 
such cases, and the secret was apparently manifest. Topical 
applications through the endoscopic tubes apparently cured 
some, and gave temporary benefit to many ; then an army 
of young endoscopists followed en train, believing, as taught, 
that the granular sensitive spots in such cases would, if not 
subjected to frequent ocular inspection and intelligent 
cauterization, result in true organic Stricture. And yet after 
months of faithful work in this direction, the return of gleet, 
without new contagion, made it evident that the true cause 
of gleet had not yet been reached in such cases. I have the 
record of at least a dozen instances* where the difficulty was 

single exception being met. The proportion runs as follows : When the flaccid 
penis measures 3 inches in circumference, the size of the urethra will be 30 milli- 
metres in circumference, or more. When it is 3}- inches, it will be 32 or more ; 
3j inches, 34 ; 3f inches, 36 ; 4 inches, 38 ; \\ to 4J inches, 40 or more millime- 
tres. Where the urethra-metre is not available, this proportionate relation may 
be relied upon as not over-estimating the normal urethral calibre in any case. 
* The following is the record of a typical case of this sort : 
Mr. W., aged 25, came under my care December 1st, 1872. Contracted first 
gonorrhoea early in June 1872, was treated by injections locally, and alkalies 
internally, until August ist, during which time he had no freedom from the dis- 
charge, nor from the acute suffering. At about this time, the vesical neck became 
involved, and he suffered most from frequent and painful micturition. Came 

under the care of Dr. , a skilled endoscopist, who discovered numerous 

granular patches in the course of the canal, extending quite into the prostatic por- 
tion, and applications of a strong solution of nitrate of silver were made through 
the endoscope, which afforded temporary relief; urination still painful every hour. 
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slion-n to be a Stricture near the meatus, which nevertheless 
Sfe. dmitted the usual-sized endoscopic tube (22 or thereabouts), 
E^nd where the dependence of the granular spots upon this 
crondition was proved by their complete disappearance upon 
fche cure of the contraction without the aid of anv other 
treatment whatever. This premises a conclusion arrived at by 
"fche experience gained in a very large number of cases, viz., 
that gUct is alzvays dependent upon Stricture : that, while 
Stricture may be present when there is no gleet, whenever 
there is a gleet (in the sense of a chronic urethral oozing or 
<di3charge), an intelligent and thorough exploration, with 
suitable instruments, will invariably discover a distinct con- 
traction of the meatus urinarius, or a readily rccoj^uized 
coarctation of the urethra at some point ; and further, 
That the complete restoration of the urethra to its normal 
calibre and suppleness at the contracted points will be re- 
cjuired to warrant the statement that a permanent cure has 
l)een effected. 

The complete division of Stricture has, in my experience, 
Tcsulted uniformly in its complete disappearance within a 
period varying from three months to one year, and the cure 
<^} gleet has J as a ruU\ follon^ed the eomplcte division of Strict - 

ErStptember 1st, the discharge decreased to a slight imicii>. f"r.)w;iv^ the u*e 

cTpencili of tannin and glycerine. A spell of d.imp weather broj^^lit back the 

P'Jnilcnl di-tcharge, with return of perineal pain an<l fr(.<) icncy of inictuiiiion. 

lutnin penciU again used, but after continuing for f<iur uiek^. aii'l i.o in:priAc- 

«stnt. patient was put to bed, and hot hip-baths were n'linini-'.crcil every two 

*'■' Ws etc., etc. After five weeks of variou.-. kincU uf inatnient, K»c.il ntnl ijeneral, 

l^umsto me from his bed, December 1st. 1872. fMi ix;ini;r..r.iiin I fi'iiml no 

''■'•sicultT in introducing No. 20 F. bulbouN sound aii'l ui-> ixeieii a liriu L.iriil.ig- 

"''Jj Stricture extending from just within the meatus li) lialf an iiuh ImcU. 'Mils 

X'rrelTcut with Civiale's bistouri cache. Inimedinti.ly f'»lli)\\ iii;^ the «'j . ra!i<in, 

^apm«cd himself as feeling ** like a new man." The ui-cli.irv:e cia-^tM w ithin 

t»ntT-fcrtir hour*!, the perineal pain antl frequemy of in'.et;iri:ii'n, ainl tin .2».;Vr 

■*^**al*o ceased, and he returned to his duties, which wltl- u-.^.-t ativi-, mi tlio 

Mlj-Aiujr day, after ha**ing been laiil up forovrr tlve in'-irh-. 7'h:- u\t'i*\:l 

regulations suhsiJfti and finally Jisiipfearid ivitliiti a /c :*■ r .i/-j :.'/.";. ;/.' any 

^ or general treatment. His recovery was abM.lute an I cmpK to. and the 

*^'T ultttion afforded was the t/iviston of the Stricfutv at the m*atu.\ t-i which the 

S^olar spots in the po&terior part of the canal weic ui^ lovilit^dly due. 
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ure within a period varying from twenty-four hours to four 
weeks after the final operation. 

Let us now consider the various degrees in which gleet is 
presented to the surgeon. 

First. When it is just sufficient to form shreds of inspis- 
sated mucus, which are observed on examination of the first 
washings of the urethra during the act of urination. 

Second, When it is in the form of a simple, transparent 
exudation, only sufficient to glue the lips of the meatus uri- 
narius together, and not even enough to stain the patient's 
linen. 

Third. When, on squeezing the penis and subjecting the 
meatus to pressure (as patients afflicted with gleet are very- 
much in the habit of doing), a single drop of semi-opaque or 
creamy purulent fluid may be made to ooze out. 

Fourth, When it is met as a thin, profuse, nearly or quite 
painless discharge, easily reduced in amount by astringent 
injections, but as readily returning on their withdrawal, and, 
even if apparently cured, returning promptly on the least 
vinous or sexual indulgence. 

Fifth, When the discharge, thicker, decidedly yellow, and 
persistently profuse, exudes from an inflamed and pouting 
meatus, usually causing much redness and irritation upon 
contact with the preputial tissues. 

Each and all the grades or varieties of gleet above enu- 
merated and casually described may, it is believed, be proved 
to owe their persistence, if not their ^jristence, to simple, 
localized, mechanical obstruction to the passage of urine. 

The impetus which is given to this fluid during an ordi- 
nary micturition is of no insignificant character. The mus- 
cles of the diaphragm, abdomen and perinaeum combine to 
bear down, press against, support, and steady the bladder, 
while the active agents, the detrusor muscles, which interlace 
over the entire organ, exert an expulsive force sufficient 
to overcome the resistance of the sphincter vesicae, and 
to project the urine in a full, smooth stream through the 
urethra, to a distance of several feet. This, however, gives 
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but 3 faint idea of the effect which a prolonged resist- 
ance to the power of the muscular apparatus concerned in 
emptying the bladder may produce. In order to be fully 
appreciated, this should be observed in a person laboring 
under some obstruction to the passage of urine, such as 
occure in urethral Stricture. If the Stricture is a slight one 
it may be apparent only in producing a want of rhythm in 
the muscular action of the urethra, which prevents a prompt 
and complete emptying of the canal Tlius it is that drib- 
Ui»g, after the act, is occasioned. When the Stricture 
encroaches to a somewhat greater degree, the stream is no 
longer full and strong, but becomes twisted, and is projected 
tith less force, and now that the patient often finds himself 
Merting a pressure of many extra pounds in bearing down 
upon the bladder, the beginning of the effect of Stricture be- 
gins to be realized. But let the case be one where the Strict- 
ure has closed the urethral lumen, so that a continuous stream 
is no longer possible : the pressure becomes so great, that, 
after a time, not only does the urethra become permanently 
enlarged behind the Stricture, but the urine is pressed back- 
ward from the bladder through the ureters, resulting in dila- 
tation of these delicate tubes to many times their normal size, 
thcpelvcs of the kidney also participating in this forced dila- 
tation, until a positive sacculation may be produced. This 
power by which the urine is propelled, certainly furnishes the 
requisite conditions necessary to establish a point of irritation 
*na urethra when Stricture is present. It is only necessary 
*oc5tabIish the fact that the normal resiliency of the urethra 
•s diminished at a given point, to prove that, during micturi- 
*'on, a perturbation in the stream must occur at such point, 
^''cn if it is not sufficient to attract attention in any way. 
"■^ce the slightest contractions assume an importance which 
5*'uld not be inferred from the apparent freedom from trouble 
'" passing the urine. They establish a localized point of 
"'ction. and, of necessity, an increased excitement in the ves- 
^*U of the part, possibly only enough to disturb the complete 
^^%boration of epithelial material, and to cause the shreddy 
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deposit to take the place of the clear normal secretion ; and 
this may occur with very slight, or not even the least abnor- 
mal sensation being present. The presence of the mucoid 
shreds in the urine may be the only evidence of commencing 
trouble. But a permanent point of friction once established, 
greater than the natural conservative power of the surround- 
ing parts is able to counterbalance, obstruction is increased 
by the natural aggregation of plastic material at the point of 
irritation. In this way the tendency to recovery is combated, 
and a permanent point of inflammatory action is established, 

Thus the difficulty, which commenced simply as an ob- 
struction to the resiliency of the urethral walls, progresses 
naturally and certainly, to the point of narrowing to a greater 
or less degree the calibre of the urethral canal. 

The second point of importance is the incomplete emptying 
of the urethra after micturition, which occurs as a necessary 
consequence of anterior contractions. If the muscular struc- 
ture is embarrassed, its function is imperfectly performed, and 
instead of completely emptying the canal of its irritating con- 
tents, a drop or more is retained, either to dribble away slowly 
within a few minutes after urination, or to be held behind the 
contraction by a spasmodic action (always readily set up in 
the vicinity of urethral irritations) until chemical changes 
heighten its irritative action, and it becomes capable of estab- 
lishing new points of irritation, such as are seen in granular 
urethritis^ so-called. It is not impossible or improbable that, 
as Desormeaux and Cruise have taught, the granular spots 
found in the urethra in cases of gleet may be the beginning 
of Stricture ; but it is positively true that they may be, and 
most frequently are the legitimate progeny of an already- 
formed Stricture^ anterior to the point of their location, and 
it is equally true that unless Stricture has already occurred 
as a result of the granular urethritis, the cure of the anterior 
co-arctation will result, without other treatment, in the dis- 
appearance of the granulations, and a complete restoration 
of the canal to its normal condition. The treatment of gleet 
by a systematic introduction of sounds and bougies, mcdica- 
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ted or otherwise, is based upon the idea of a possible co-arc- 
tation of the urethra at some point. Ordinarily this plan is 
resorted to in the most empirical way, simply because the 
introduction of sounds and bougies is recommended by 
authorities for the cure of gleet. By our most intelligent 
sur^jeons, it is directed to the dilatation of Strictures, which 
have been suspected, or detected by the bulbous sound or 
bougie, and with a full appreciation of the probable depend- 
ence of the gleet upon the presenting Strictures. 

That this plan, intelligently pursued, has often cured 
gleet, no one will for a moment gainsay ; but that it perma- 
nently removes the cause ^ no one at this day is likely to 
affirm. Nothing is more distinctly laid down in the writings 
of authorities in regard to the treatment of urethral Stricture, 
than that the results of dilatation are alivays of a temporary 
character. So that it is well understood, in cases of the cure 
of gleet by dilatation of the Stricture or Strictures upon 
rtich it is dependent, stibsequent dilatation must be kept up 
indifiniteh\ at varying intervals, in order that the gleet may 
not again be established. For a permanent cure a complete 
division of the contracting Stricture must be had, and any 
treatment which falls short of this will, of necessity, fail in 
doing more than to temporarily remove the obstruction 
^'hich has been the cause of the gleet. The radical cure of 
Stricture was made the subject of a paper read by me before 
the New York State Medical Society in February, 1875, 
and may be found in the Transactions of that Society for 
that year. In that paper, the carefully tabulated results of 
two hundred and three operations will substantiate, in some 
degree, the claim I have made in regard to the constant asso- 
ciation of Stricture with gleet ; and the results of operations 
there recorded will also make it manifest that my confi- 
nce in the radical cure of Stricture, as well as of the gleet 
which is so frequently associated with it, is not without rea- 
nable foundation. 



CHAPTER VI. 

RETROSPECT. 

THE directness with which issue was taken, in the fore- 
going paper, with the time-honored views in regard to 
the normal urethral calibre, especially as those views were be- 
lieved to be still held tenaciously by the great representatives 
of the English and French schools,* and the positive assump- 
tion of a mechanical cause for the persistence and even of the 
existence of gleet, together with the importance claimed for 
the slightest urethral contractions, normal or pathological, es- 
pecially at the meatus urinarius, very naturally excited a wide- 
spread professional interest. A large and influential conserva- 
tive party was evidently disturbed by views so radically op- 
posed to the teachings of the fathers, from the earliest days, 
and an interest, that fell but little short of a general professional 
excitement, was felt when it was announced that my honored 
and accomplished colleague, Dr. Henry B. Sands, Professor 
of Anatomy in the College of Physicians and Surgeons, would 

* In a clinical lecture delivered by Sir Henry Thompson, November i8th, 
1875, and published in the London Lancet of December nth, 1875, p. 827, is 
ihe following, '* When therefore a young man consults you for certain troubles, 
relative to which you desire to learn whether urethral obstruction be a cause or 
not, do not be templed for an instant to adopt so unnecessary a course (to say the 
least) as the introduction of very large instruments or of instruments with huge 
bulbs at the end of them. But take simply a flexible English gum-elastic bougie, 
well curved towards the point, with a blunt end, (since a tapering point, of 
>\MU>iC, will not mark distinctly the site of Stricture), not larger, as a rule, than 
\xv lo or II of our scale (19 to 20 millimetres circumference) and pass it very 
^-^llv and slowly into the bladder. If it goes easily, above all, if it is with- 
yt 'jk^n without being held, and slides out with perfect facility, take my word for 
\i No hAN no Stricture, and, quoad, obstruction, wants no use of instnimentf 
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mate this pamphlet the subject of criticism in a paper to be 
read on the 24th of January, 1876, before the New York 
County Medical Society of which he was then President. 

In accordance with this announcement, on the date then 
named, Dr. Thomas Addis Emmet, Vice-president of the 
Society, presiding, Professor Sands read the following paper 



"On CUet, and especially Us relations to Urethral 
Stricture." 



^f SUHGEONS often pride themselves upon the certainty of 
i ^rart when compared with that of medicine; yet the hu- 
miliating confession must be made, that many important sur- 
gical problems still remain unsolved. To survey our present 
knowledge concerning a common but obscure disease, may 
dot prove an unprofitable task, and may stimulate us to re- 
nneed elTorts in obtaining clearer and broader views respecting 
its pathology and treatment. I offer no apology, therefore, 
*hcn I invite you to consider the nature of gleet — an affec- 
tion which is sure to command the attention of evury surgeon, 
both on account of its frequency, and of the difficulties that 
ire often encountered in effecting its removal, 

In recent times the term gleet has been employed in a 
vcfy comprehensive sense, and has been made to refer to 
nearly every morbid urethral discharge, except that which is 
(haract eristic of acute urethritis. Thus we read of idiopathic 
|lect, due to the strumous or the gouty diathesis; of pros- 
Ulic gleet, dependent on masturbation, vesical calculus, or 
piles; and of gleet caused by the simple contact with the 
Mtthra of highly-acid urine. We shall avoid much confusion, 
Ilbink, by giving to the word the restricted meaning which 
Vuascribed to it by John Hunter, Sir Astley Cooper, and 
■osl of the earlier writers, who understood gleet to signify an 
"Bpetfectly cured or chronic gonorrhcea. In this sense alone 
'shill employ the term ; and, although not prepared to deny 
'm existence of the other varieties of gleet, I will say that I 
nivevcrj- rarely met with any of them in practice. 

Understanding, then, that gleet is only a sequel of gonor 
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rhcea, I remark that there is no very clear line of distinction 
between gleet and its parent disease. The term gleet has 
reference partly to the character and partly to the chronicity 
of the discharge. After a gonorrhoeal secretion has lasted for 
a period varying from one to four weeks, it almost always 
diminishes in quantity, while at the same time it becomes 
thinner and less opaque ; and a little later, in favorable cases, 
it disappears altogether, leaving the patient secure against a 
return of the disease, unless he is again exposed to contagion. 
Not unfrequently, however, the disease abates in intensity, 
but does not entirely disappear ; and the gleety discharge 
that remains may continue indefinitely, often for months, 
sometimes for years. The character and quantity of the dis- 
charge, too, vary as greatly as its duration. When most 
characteristic, it is thin, only slightly viscid, and nearly trans- 
parent ; at times, however, especially after excess in eating or 
drinking, it exhibits more distinctly the puriform character of 
the original gonorrhoeal secretion. The quantity voided daily 
may be just sufficient to stain the linen moderately, or it may 
be almost imperceptible. Often it is noticed only in the 
morning after rising, or when it is caused to escape by pres- 
sure exerted along the anterior part of the penis and urethra. 
Usually, the disease is unattended with pain, and does not 
affect the general health. Some patients, however, suffer 
greatly from anxiety and depression of spirits, and all of them 
are liable to an aggravation of the disorder after excess or 
fatigue. 

The brief outline of the symptoms of gleet which I have 
now given will serve to identify it as the affection with which 
all of us are so familiar. Omitting, for the present, the con- 
sideration of its pathology, I will say a few words respecting 
its management and cure. 

And, at the outset, it cannot be denied that in some cases 
— and these not always the least severe — recovery appears 
to take place spontaneously. I have known such recoveries 
to happen after the disease had existed for many months, and 
after the usual remedies had been employed in vain. These 
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cases are rare, yet tliey certainly do occur, and the truth of 
my statement will, as I think, be confirmed by the experience 
of every sui^eon present. But such instances are doubtless 
exceptional, and usually treatment, either local or constitu- 
tional, is required to eradicate the disease. Sometimes its re- 
moval is favored by a spare, at other times by a generous diet, 
combined with change of air and scene. Sea-bathing, and 
tonic food and medicines, have cured many a gleet that has 
resisted the ordinary specific remedies for this disease. But 
other kinds of constitutional treatment may be indicated ; 
and the presence of a gouty, or strumous, or rheumatic dia- 
thesis, may call for its appropriate treatment, to aid in sub- • 
duing the local disorder. Among internal remedies, copaiba 
and cubebs have always and deservedly been held in high 
«leem. Alkalies also, when largely diluted, are not without 
value in certain cases. In my own experience, however, 
local treatment has generally proved most efficient in the 
removal of gleet. Injections, either mild or strong, superfi- 
cial or deep, according to circumstances, or the occasional in- 
troduction of a full-sized bougie into the bladder, have gen- 
erally yielded satisfactory results. When these and other 
similar methods of treatment fail, the disease will often be 
found to depend on a Stricture of the urethra, which, when 
discovered, should be got rid of by some one of the plans of 
treatment appropriate to that alTcction. 

1 have enumerated these items of treatment, because they 
will aid us in attempting a solution of the question which it 
is my chief object to discuss this evening ; namely, the pa- 
thology of gleet, concerning which, as it appears to me, many 
surgeons at the present day hold views that are exclusive and 
erroneous. 

In the first place, then, let us bear in mind that the term 
gleet denotes merely a symptom, and does not indicate the 
essential nature of the disease. Like the analogous word 
leucorrhcea, it has a vague meaning, and serves often to hide 
a great deal of ignorance. The muco-purulent character of 
the discharge proves it to be inflammatory ; while wc can be 
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equally certain that it proceeds either from the urethra itself, 
or from some of the minute canals which open into this divis- 
ion of the genito-urinary tract. Pus secreted from any part 
of this extensive surface will probably issue from the external 
meatus in the form of gleet, but that which is the product of 
cystitis or pyelitis will escape only during micturition. 

Regarding gleet, then, as a symptom of chronic inflamma- 
tion, affecting some portion of the genito-urinary tract 
anterior to the bladder, what means have we at our command 
for determining more precisely the locality of the disease ? 
Here we begin to feel that our resources are limited, and our 
.knowledge imperfect ; yet much light may be thrown upon 
this point from three sources, namely : post-mortem examina- 
tion, the exploration of the urethra during life, and the effect 
of remedies upon the disease. 

The pathological changes which /^^/-w^r/^w investigations 
have revealed as connected with gleet, are thus described by 
authors. Sir Astley Cooper wrote in 1826: " If you examine 
the urethra after death, you will find the following appear- 
ances : inflammation extending for two or three inches down 
the urethra, and if the urethra be laid open within twenty- 
four hours, it will be quite florid as far as the seat of the gleet, 
but pale in the other part. The discharge does not proceed 
from the vesiculae seminales, or Cowper's gland, or the 
prostate, but from the lacunae. The discharge commonly 
called gleet proceeds from the lacunae of the urethra." * Roki- 
tanski has observed ** Tumefaction of the mucous membrane, 
enlargement of the follicles, relaxation of the sinuses, and a 
white or colorless secretion.** f Sir Henry Thompson says : 
" Observation demonstrates that the two spots which suffer 
most from gonorrhceal inflammation are the fossa navicularis 
and the bulb ; I have had opportunities of observing this two 
or three times in the dead-house on the bodies of patients 
who had been suffering from gonorrhoea shortly before death. 
Unusual vascularity is found in the latter situation, particu- 

* London Lancet^ vol. iii. p. 271. 

f *• Pathological Anatomy/' vol. ii., p. 179. 
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larly if the affection have been chronic, while the intermediate 
pan appears comparatively very little affected,"* Foerster 
remarks that " Blenorrhcea sometimes l^sts for a very long 
time without causing any material alteration in the texture 
of the mucous membrane." + Finally, stricture of theuretlira 
has been frequently noticed at post-mortem examinations of 
persons who, during life, had suffered from obstinate gleet. 

To sum up, then, the lesions that morbid anatomy has 
demonstrated to be connected with gleet, we find swelling 
and increased vascularity of the urethral mucous membrane, 
enlargement of the lacuna;, and sometimes organic Stricture. 
On the other hand, the disease occasionally leaves no traces 
that can be discovered after death. Now, these records show 
plainly enough, to my mind, that the essential cause of gleet 
is a catarrhal inflammation of the urethral mucous membrane, 
and of the numerous follicles or lacunje opening upon its sur- 
face. The textural changes— except when Stricture is pres- 
ent — are usually slight, and in some cases, even when gleet 
has existed for a long period, no materia! pathological altera- 
tions can be detected. We notice here an evident analogy 
between the urethra! and other mucous membranes, Nearly 
all of them, when inflamed, furnish a muco-purulent secretion, 
which may continue for a long time without leading to any 
I striking textural changes in the parts affected. It is inter- 
esting to note the morbid alterations which have been ob- 
served in the lacunfe. Doubtless the implication of these 
slender and remote recesses will, in many cases, explain the 
obstinacy of the disease ; for we cannot apply our remedies 
directly to the inflamed surface. The rebellious character of 
i-that chronic inflammation of the eyelids called tinea ciliaris is, 
I doubtless, due to a similar cause, namely, the extension of the 
I disease to the Meibomian follicles. Finally it is also inter- 
f esting to notice that there are two parts of the urethra which 
k are especially prone to chronic inflammation, namely, the 
(fossa navicularis and the bulb. We shall find that these facts 

" On " Striclure of ihe Urelhra," p. 80. 
f " Palhologieal Anatomy," p, 553. 
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in morbid anatomy corroborate the results obtained by clini- 
cal observation. 

In the second place, let us inquire how far the pathology 
of gleet can be deduced from an examination of the diseased 
parts during life. Sometimes the sensations of the patient 
afford a clew to the locality of the disorder. A feeling of 
itching, sorenesis, or smarting, in a certain part of the urethra, 
either during or after micturition, may coincide with the pres- 
ence of inflammation at that part. Frequent desire to mic- 
turate may indicate an extension of the morbid process into 
the prostatic segment of the urethra. A sensation of strain- 
ing and difficulty in voiding the urine may point to Strict- 
ure as a probable cause or complication. In many cases, 
however, the patient experiences no morbid sensation, and is 
aware of the existence of his disease only by the appearance 
of the gleety discharge. 

The length and narrowness of the urethra render the visual 
examination of its deeper parts difficult and uncertain, and 
the endoscope has failed to fulfill the predictions that were 
made respecting its usefulness. Yet the instrument, doubt- 
less has a certain value, and by means of it we can often de- 
tect circumscribed spots of inflammation of the urethra, the 
affected portions of mucous membrane exhibiting an uneven, 
granular, and highly vascular surface. These granulations 
are sometimes abnormally sensitive, and readily bleed when 
touched. They are often present in the fossa navicularis, 
where their detection is easy, but they occur with greatest 
frequency in the bulb. Much stress has been laid upon the 
presence of these granular patches, both as a cause of gleet, 
and as a forerunner of Stricture; yet it is an error to regard 
them as invariably present. They are absent in many, if not 
in most, of the milder cases, and cannot therefore be regarded 
as the sole cause of gleet. Many years ago Kleeburg* an- 
nounced that, in certain cases of this disease, the glandular 
follicles studding the mucous membrane adjacent to the ex- 
ternal meatus were swollen, red, and filled with muco-puru- 

♦ "Schmidt's JahrbUcher," 1836, p. 35. 
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lent secretion ; and, having made the diagnosis, he readily 
efiecttd a cure by probing the diseased ducts with the nitrate 
of silver, Robert* states that he has been able, in a number 
of instances, to cause an escape of pus from these follicles, by 
pressure made upon their walls. These observations I have 
confirmed by experience, and the facts are important, inas- 
much as they render it highly probable that the lacunse far- 
ther behind, which differ from these only in situation, are 
often afTected in a similar manner. The deep-seated lacunse 
cannot be satisfactorily examined during life, but we have 
post-mortem evidence that they are implicated in gleet. 

The exploration of the urethra by means of sounds often 

affords much useful information, and, in obstinate cases, 

should never be neglected. When the point of the instru- 

Lment passes over an inflamed patch of mucous membrane the 

I patient will often complain of pain, yet not always, for some- 

I times the diseased parts are not very tender. In examining 

[ the prostatic portion of the urethra, we shall be misled if we 

' fail to bear in mind the natural sensitiveness of this region. 

The special value of sounds, however, is that of enabling us 

to detect the presence of organic Stricture, which is so often 

associated with gleet. In certain cases bulbous sounds afford 

I the easiest means of determining the presence and locality of 

La Stricture. 

^ In the third place, the pathology of gieet is, in some de- 
gree, elucidated by observing the action of remedies upon the 
disease. The frequent success which follows the employment 
of topical astringents points to the catarrhal character of the 
inflammation, while the successful application of such reme- 
rdies to certain limited parts of the urethra indicates that these 
f parts are especially involved in the morbid process. Many 
gleets are cured by the introduction of stimulating ointments 
or powders into the fossa navicularis, while others, which are 
not benefited by this mode of treatment, yield readily enough 
L-when the remedies are inserted as far back as the bulb. The 
|i. disappearance of a gleet after the removal of a Stricture shows 
•' Maladies Venericnnes," p. 30. 
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the dependence of the former on the latter ; while, in the 
absence of Stricture, the persistence of a gleet for years, in 
spite of treatment, probably often coincides with a thickened 
and congested state of the urethral mucous membrane along 
its entire length. I have seen cases which I have thought to 
be of this description, in persons of intemperate and other- 
wise irregular habits, and it seems reasonable to suppose that 
the urethral mucous membrane should be liable to the same 
kind of inflammation as that which we so often observe in 
the lining of the urinary bladder. 

We may now conveniently enumerate the following mor- 
bid conditions as causes of gleet : 

1. Chronic inflammation of the urethral mucous mem- 
brane, either diffused over the greater part of its surface, or 
limited to particular spots — those most liable to disease being 
the fossa navicularis and the bulb. 

2. Inflammation of the lacunae which open into the urethra. 

3. Stricture of the urethra. 

4. Inflammation of Cowper's glands, the prostatic ducts, 
or the seminal vesicles. These, as well as chronic abscesses 
connected with the urethra, and warty vegetations studding 
its surface, are but very rarely causes of gleet. 

I now propose to examine certain views respecting the 
pathology of gleet, which I find to be widely prevalent at the 
present day, and which have for their most earnest and able 
advocate my distinguished colleague. Prof. Otis. They as- 
sume that gleet depends invariably on organic Stricture, 
especially upon what are denominated Strictures of wide cali- 
bre, and that the division of these by internal urethrotomy 
affords a method, and indeed the only method, of radical 
cure. To detect these Strictures, certain special means of 
exploration are said to be necessary, and perhaps I cannot 
better set forth the views to which I allude than by quoting 
the following sentences from some of the latest contributions 
to the literature of this subject : 

** Chronic gonorrhoea, gleet (also variously designated as 
prostatic, gouty, scrofulous), is dependent, as a rule, on ab- 
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I ■normal contractions of the urethral canal. The only excep- 
tion that I recognize (aside from the presence of polypoid 
or warty growths in the urethra) is the engagement of ure- 
thral sinuses, as the lacuna magna, or some one of those oc- 
casionally met with near the meatus, possibly deeper down, 
and these 1 have never found engaged unless more or less 
co-arctation at an anterior point was also present. Gleet is 
always dependent upon Stricture."* Again: "A constant 

L relation appears to exist between the urethral calibre and the 

- size of the penis with which it is associated. This is a fact de- 
monstrated by careful measurements made with the urethra- 
metre in several hundred cases, without exception being met. 
The proportion runs as follows: when the flaccid penis meas- 
ures 3 inches in circumference, the size of the urethra will be 
30 millimetres in circumference, or more. When it is 3I 
inches, it will be 33 or more; 3I inches, 34: 3J inches, 36; 4 
inches, 38; 4i to 4i inches, 40 or more millimetres." f The 
urethra-metre is an ingenious instrument, the extremity of 
which 15 capable of being expanded into a sort of fenestrated 
sphere by the action of a screw at the handle, the circumfer- 
ence of the part expanded being indicated by a steel hand 
traversing a dial-plate. To ascertain the normal calibre of a 
given urethra we are instructed to introduce the urethra-metre 
closed, "down to the bulbo-membranous junction. At this 
point the bulbous part of the instrument is to be expanded, 
by means of the screw at the handle, until a feeling of full- 
ness is experienced, when, if there is no Stricture at the point 
of trial, the hand on the dial-plate will indicate, with suffi- 
cient certainty, the normal calibre of the urethra under ex- 
I amination. Now, drawing the instrument slowly out, if 
Stricture is present, the bulb will be arrested at that exact 
point. The screw is then turned, diminishing the size of the 
bulb, until it slips through the co-arctation, when a glance at 
the dial will show the calibre of the Stricture. This, sub- 

L^acted from the figures indicating the normal calibre, will 
• " Cleel, »nd ila Relaiions lo Urethral Slriclure," by F. N. Otis, M. D., 1875. 
t F. N, Olis, gp cit., p. 154. 
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give the precise value of the contraction. The remainder c 
the caiiai, examined in the same way, brings the 1: 
to the mtatus, when, in the same manner, the greater or less 
deviation from the normal size will be shown." * "Vertical 
sections of the penis, from the Junction of the glans with the 
body of the penis, show a uniform calibre throughout the 
fossa navicularis, to its external boundary at the meatus, the 
opening of which is of corresponding calibre. This may be 
accepted as the normal condition of these parts, and any vari- 
ations from such uniformity may be considered aberrations 
from the normal condition." f The Strictures which are sup- 
posed to cause gleet need not be close ; indeed, they are com- 
monly such as would escape detection by the ordinary meth- 
ods of examination. " If a urethra presents, the normal cali- 
bre of which is equal to a circumference of thirty millimetres 
of the French scale, and only twenty-nine of bulbous sound 
will pass without detecting obstruction, then the urethra is 
not "about right.' It is strictured to the extent of one milli- 
metre in circumference, and can never be a healthy urethra 
while that Stricture remains." ^ 

Now let us inquire whether these statements can be vei 
fied. If so, we shall find established an important prlncipl 
in the treatment of gleet. 

I willingly admit that, if the healthy urethra has a uniforo 
calibre, which can be ascertained and measured with preci 
ion, it will be possible to detect the slightest abnormal devia- 
tions from its size. We must, however, obtain a clear idea of 
what is meant by the calibre of the urethra, as the use of the 
phrase has a conventional rather than a literal signification. 
The word calibre is ordinarily employed to indicate the size of 
a tube, such, for example, as the bore of a gun. If the urethra 
were such a tube, and if its walls were firm and inelastic, there 
would be no trouble in determining its calibre. But anato- 
mists have long recognized the fact that the urethra is not a 

• " Gleel, nnd its Rclaiiona W Ureihral Stricture," by F. N. Oils, M. D., p. as$j 
t Dr. F. N. Olis, New York Medical Journsl, April, 1874. 
% F. N. Olis on " Stricture of ihe Male Urethra," p. ^ 
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tube, except when it is distended. Not only the mucous 
membrane which forms its immediate boundarj-, but the 
erectile and other tissues which surround it, are sufficiently 
elastic to close the channel completely, unless it Is cither 
naturally or artificially distended. This fact: is readily de- 
monstrated by transverse sections of the penis, both of the 
ilcadand of the living body. On examining the surface of 
such a section, we notice that the situation of the urethra is 
(ienoied merely by a linear depression, caused by the com- 
plete contact of the opposed urethral walls. This contact ex- 
tends throughout the entire length of the urethra. By the 
expression calibre of the urethra, therefore, we are to under- 
stand the size of the canal when distended. Indeed, the 
I'hrase can have no other meaning. Now, as the urethral 
Walls arc clastic, it must' be evident that the calibre of the 
utelhra will vary within certain limits, depending upon the 
flasticity of these walls, and upon the amount of force used 
'0 separate them. Properly speaking, the normal calibre of 
'licurelhra would be its size when moderately distended by 
the urine during micturition; and, although we cannot esti- 
nwte this with accuracy, we have reason to believe that it is 
i«t Very large. 

Anatomists have employed various methods for determin- 
'ng the calibre of the urethra, by experiments performed upon 
'hedcad subject. One of these methods consists in laying 
**ptii the urethra by an incision along its entire length, and 
afterward stretching it out upon a flat board, and fastening it 
<3ownwith pinsalong the edges of the section. Thishas been 
dowby Malgaigne, Jarjavay, Thompson, and others ; and the 
specimen which I now exhibit has been prepared in this man- 
"w. It alTords the following measurements, and is well 
*liptcd to display the relative calibre of different portions 
of the canal : 

Mesiui 31 millimetrei. 

FokMi oavicularU ... 38 " 

Three iDches behmd meatus . 36 " 

Bnn) 30 

Membranoui potlton ... so " 

PioiUtic poilion . . . 3S 
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The best method of ascertaining the greatest possible dis- 
tensibility of the urethra is undoubtedly that employed in 
1852 by Reybard, who introduced into the canal an instru- 
ment having at one extremity a pair of steel blades, which 
could be separated by turning a screw at the handle, the dis- 
tance between the blades being indicated by a steel hand upon 
a dial, as in Dr. Otis's urethra-metre. Successive parts of the 
urethra were submitted to the action of these dilating blades, 
which were separated in every instance as far as possible, 
without causing a laceration of the urethral mucous mem- 
brane. The greatest separation of which the blades were 
capable was eighteen and a half millimetres. 

Upon examining, in the manner described, a subject sixty 
years of age, Reybard found: I. That the meatus could be 
dilated, without rupture, to double its natural size. 

2. That, in that portion of the urethra corresponding with 
the middle of the penis, the blades could be separated fifteen 
millimetres, thus indicating a circumference of forty-six 
millimetres. 

3. That in the bulbous, membranous, and prostatic divis- 
ions of the urethra, the instrument could be expanded to its 
greatest diameter, namely, eighteen and a half millimetres. 
This indicates, for all these parts, a calibre of at least fifty- 
eight millimetres. 

On repeating the experiment in a subject of twenty-five to 
thirty years of age, Reybard found the same relative diameters 
in the different regions of the urethra, but found the diameter, 
in each of them, seven to eight millimetres less than in the 
older subject. I am not aware that any attempt has been 
made to ascertain whether the urethra of the living subject is 
capable of bearing such a degree of distention as was effected 
in these cases, yet I think it quite possible that the experi- 
ment would succeed if the dilatation were cautiously and 
gradually applied. 

Another mode of estimating the calibre of the urethra is 
to obtain a cast of the canal, by injecting it with some kind 
of solidifiable material, such as fusible metal, plaster of Paris, 
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of the others, as it melts at a low temperature, and can be 
made to solidify quickly by being subjected to the action of 
cold water. Plaster of Paris does not run very easily when 
the mixture is thick, and when it is thin it is slow to harden. 
Fusible metal makes a firm and durable cast, but it becomes 
solid at so high a temperature, and so quickly, that we can 
seldom be sure the canal has been fully distended. The casts 
which I exhibit have been made for me by Dr. Charles Mc- 
Burney, the able demonstrator of anatomy in the College of 
Physicians and Surgeons, who has bestowed mnch time and 
care in preparing them. The urethrae which they represent 
were free from any evidences of disease. In all cases the 
nozzle of the syringe was introduced into a pouch of vesical 
mucous membrane, obtained by making a circular incision 
through the membrane, about an inch behind the internal ori- 
fice of the urethra, and then dissecting it up from the sub- 
jacent parts. By this means the urethra is more certain to 
be thoroughly distended than when the injection is thrown 
into the bladder, while at the same time the canal itself is not 
interfered with. To secure a perfect cast of the external 
meatus, a similar plan was pursued in all cases but one. In- 
stead of closing the meatus by suture, a portion of the integu- 
ment of the glans penis was dissected up, thrown forward 
over the meatus, and then surrounded by a ligature. It thus 
formed a pouch which received and retained the injection 
after it had passed through the meatus. 

In making such an injection, the amount of force employed 
may be greater or less; and, accordingly, the distention of 
the urethra will be much or little ; but in all cases the entire 
surface will be subjected to eqiial pressure; and, conse- 
quently, although preparations obtained in this manner may 
not afford a certain test of the relative calibre of different 
urethrae, they offer a perfectly reliable indication of the relative 
calibre of the different portions of any given urethra. I ex- 
hibit to you four casts, each one representing the entire 
length of the urethra. Cast marked No. i was made by the 
employment of a moderately distending force. In obtaining 
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ihe remaining three, as much force was used as it was thought 
the urethral wall would bear without rupture. The accom- 
panying table gives the dimensions of different parts of the 
urelhra as indicated by the different casts. In all instances 
the figures represent the circumference in millimetres. 





No. 1. 
.Et. 40 10 50 


No. a. 


No. 3. 
,Et. 40. 


N-... 4. 
.-E.. 29. 


Mdlu! 

FoiuMvicuUrii 

Tbrct inchw behind meatus. . 

Bulb 

MemhrainMn ponron 

fmlilie poniuD ai iitwidciti 


26 
30 
3* 
40 

30 
iB 


25 
44 
36 
47 
as 

40 
33 


35 

26 

45 
50 


30 
43 
61 
30 

53 









I 

^M Now, the comparison of these figures shows some curious 
^P results. Cast No. i is considerably smaller than the rest, and 
^P this fact may perhaps be accounted for by the moderate force 
*wt was employed in introducing the injection. The remain- 
'"S three were all the result of the greatest distention it was 
(bought safe to employ, yet they differ considerably in size, 
'■ 4, especially, being larger than No. 2 or No, 3, I think 
* lair to assume that the varying size of casts 3, 3, and 4, in- 
^tes a corresponding variation in size in the respective ure- 
P^e, although it cannot be proved that the distending force 
■Iployed in every instance was the same in amount. But 
_ WUniing that it was so, or nearly so, we ascertain that the 
"Wnensions of the adult male urethra vary in different indi- 
viduals. Whether these variations bear any definite ratio to 
the circumference of the penis, is a question that it will be 
Convenient to postpone for the present. I will only add, in 
Oiis connection, that the facts here demonstrated on the sub- 
ject confirm the observations that have long ago been made 
by surgeons and anatomists, who have generally admitted 
diifercnces in the calibre of healthy urethrie. 

The table also shows that the calibre of the urethra, es- 
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pecially of its bulbous portion, is, in some instances, much 
greater than it would appear to be from any examinations 
which have ever been made to ascertain its size during life. 
This statement agrees with the results already obtained by 
Reybard, in the experiments I have alluded to. 

But the special value of the figures is the unfailing indica- 
tion which they afford of the want of uniformity in calibre of 
different parts of the same urethra. This is no new fact, yet 
the recognition of it is so important in the present discussion, 
that I may be pardoned for setting it clearly before you. 

We notice, then, in examining any one of these casts, that 
it represents the urethra as displaying a series of alternating 
contractions and dilatations throughout its entire course. 
The meatus is generally contracted ; then follows a dilatation, 
somewhere in the glans penis, the fossa navicularis ; behind 
the fossa navicularis the urethra is again narrowed for a dis- 
tance of several inches, when it expands more or less gradu- 
ally to form the bulb ; behind the bulb is a third contraction, 
corresponding with the membranous division of the urethra ; 
and finally we reach the last dilatation in the prostatic por- 
tion, and the last constriction at the internal meatus. We 
thus observe three dilatations, namely, in the fossa navicularis, 
the bulb, and the prostate ; and four contractions, these 
being at the meatus, behind the navicular fossa, throughout 
the membranous portion, and at the internal orifice of the 
urethra. These dilatations, as is well known, are all found 
along the inferior wall or floor of the canal. I note the fact, 
in passing, that, with one exception, these casts demonstrate 
the bulb to be the widest or most dilatable portion of the 
canal. The prostatic portion is said to be the most dilatable, 
but, owing to the firmness of the tissues which surround it, 
great force is needed to expand it. In cast No. 3 the bulb is 
not so wide as the prostatic portion, yet it is wider than any 
part situated in front of it. 

These contractions and dilatations of the different parts 
of the urethra have long been familiar to anatomists, and 
have seldom been called in question. Their presence is tacitly 
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drnied, however, when it is affirmed that the calibre of the 
nrcthra is indicated by the dimensions of the bulb. The dila- 
IMion called the fossa navicularis was known to the older 
anaiomists ; it was described by Vesalius and Morgagni, and 
bas been adm itted by all authors ^^ ith ^^ hom I am acquainted 
except Amussat and Dr, Otis. Amussat denied its exist- 
ence; but the arguments which he employed are by no means 
convincing, and have been fairly refuted. Dr. Otis also de- 
nies the existence of the fossa navicularis, and regards the 
presence of a narrow meatus as abnormal. He says : " Ver- 
tical sections of the penis, from the junction of the glans with 
the body of the penis, show a uniform calibre throughout the 
f05sa navicularis to its external boundary at the meatus, the 
opening of which is of corresponding calibre. This may be 
Kceptcd as the normal condition of these parts, and any 
variations from such uniformity may be considered iiberra- 
tionsfrom the normal condition."* Dr. Otis does not state, 
hoivevcr. that he has ever made these sections himself, and he 
iiin error when he quotes the authority of Hcnie in support 
ofhis assertion. The accompanying plate, which is borrowed 
from that anatomist's work.f is designed by its author to 
illustrate the arrangement of the erectile and other tissues in 
•lieglans penis: and, moreover, Henle J slates, distinctly in 
"■e text, that the meatus and the membranous portion are 
'be narrowest parts of the urethra. Me gives seven miliime- 
'W as their average diam- 
*'«■. Now. the correctness 
"i this statement is capable 
•^f the easiest demonstration, 
I Mtv Well aware that a very 
'"'it meatus is occasionally 
•wn, but the opening is 
"siially narrow when com- 
P»fnl with the urethra be- 
•und it, and I cinnot avoid 

• Dr. F. N. OlLi. New Yiwk Medico! Joumnl. April. 1S74. 
i ]. Henlc. " Anwomlc d« Menscht^i.." vol. 11 . i>. 4=4. 
t 0/, Cii^ *oI. ii., p. 393. 
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the conclusion that Prof. Otis has mistaken the exception 
for the rule. 

There is a peculiarity respecting the anatomy of the fossa 
navicularis, which I have not seen mentioned by anatomists, 
and which is illustrated by the casts now exhibited. I may 
remark that I have noticed the same peculiarity in the living 
body — I refer to the situation of this fossa. It is always 
found in the glans penis ; but, while in some instances it is 
distant three-quarters of an inch or more from the meatus, in 
others it is placed almost immediately behind this opening. 
When it is situated at some distance from the meatus, that 
part of the urethra which lies in front of it is usually narrow, 
and of uniform diameter. When it is found directly behind 
the meatus, it appears as an abrupt dilatation, as in cast No. 
3, when the meatus measures twenty-two millimetres, and 
the fossa navicularis forty millimetres, in circumference. In 
some cases, as in that represented by cast No. i, the fossa 
navicularis is only slightly marked, but I have rarely known 
it to be entirely absent. 

Now, it may be objected to the statements I have thus 
far made, that they relate merely to the dead subject, and 
that, the preparations which I have shown cannot indicate 
either the absolute or the relative calibre of the urethra in 
the living body. Accordingly, I have made some investiga^ 
tions with the view of correcting any errors that might have 
arisen from the study of the cadaver alone. I have been in- 
duced to proceed with great caution, however, in this mat- 
ter, to avoid the injury to the urethra that might otherwise 
result. 

In practice, we find in the size of the meatus a rough test 
of the calibre of the urethra. As this is generally as narrow as 
any other part of the canal, we assume that the largest sound 
it will admit ought easily to traverse the entire urethra, un- 
less Stricture is present. And this rule I have usually found 
a good one, although, when the meatus is exceptionally 
small, it may be desirable to enlarge it, either for the intro- 
duction of a full-sized lithotrite, or for the examination of a 
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Stricture which is not very tight. But, unless the meatus is 
unusually large, the greatest calibre or distensibility of the 
ufelhra cannot be tested by the largest sound that will pass 
iWugh this opening, and I have found the ingenious instru- 
ment devised by Dr. Otis of great value in conducting this 
pan of the investigation. I am unable, however, to obtain 
"ilhthe urethra-metre the same results as those recorded by 
Dr, Otis. 

In the first place, I can discover with it no exact ratio 
between the calibre of the bulb of the urethra and the cir- 
cumference of the penis. On the one hand, the circumfer- 
ence of this oi^an, even in its flaccid state, is liable to varia- 
tion : and, on the other, the " feeling of fullness " that is said 
to indicate the distention of the urethra is, so far as 1 am able 
to appreciate, no reliable sign that the walls of the canal have 
fwn fairly stretched. I have carefully examined the urethrse 
of twenty healthy adults, and, with a single exception, I have 
succeeded in expanding the urethra-metre to its fullest ex- 
tf ti namely, forty-five millimetres, without causing pain or 
^convenience. In many of these instances I have been able 
'omove the instrument, while thus expanded, fonvard a dis- 
lancc of an inch or more, without encountering resistance. 
'"ifcr, from these results, that the bulb of the urethra in the 
''I'iog subject is generally capable of greater dilatation than 
'^^ be effected with the urethra-metre, and that this instru- 
"■^il has failed to prove the existence of a definite ratio be- 
"^n the calibre of the urethra and the circumference of the 
P«ois. 

In the second place, I have always found, when the in- 
''nitnent was expanded so as to distend only moderately the 
""lb of the urethra — and yet move freely within it — that, on 
*"empting to withdraw the instrument, it would be arrested 
*Dout one inch in front of the bulb, and that it became neces- 
**fyto reduce its size before it could safely be drawn forward. 
"■ would then pass on easily until its expanded portion 
[Cached the meatus, when generally a further reduction bc- 
tniie necessary before it could be finally withdrawn. In 
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short, while the urethra-metre, in my hands, has failed to in-l 
dicate the exact calibre of the urethra, as compared with th© 
size of the penis, it has shown variations in the dlstensibilitji* 
of its different parts, corresponding with those which havd 
been demonstrated by the employment of injections in th(g 
dead subject. 

The application of these facts is at once easy and impor-4 
tant. If they can be verified, they prove indubitably thatl 
the assumption of an unvarying calibre for any urethra i 
warrantable; and it is plain that such an assumption must I 
lead to the gravest errors in practice. If the calibre of the 
bulb of the urethra be taken as an indication of what the 
calibre of all parts of the canal in front of it ought to be, I 
cannot understand why Stricture will not frequently be diag* i 
nosticated when none really exists. And, when it is rcmein- | 
bered that not less than fourteen Strictures in the same 
urethra have been supposed to be revealed by this mode of 
examination, we may reasonably suspect, in the absence of 
post-mortem evidence, that there is something fallacious in 
the method employed. In fact, I am convinced that, when 
a healthy urethra, which has not been previously stretched, 
is explored, either with the urethra-metre, or with very large 
bulbous sounds, the instrument will often be tightly grasped 
at certain points, and communicate to the examiner a decep- 
tive sensation, as if a Stricture were present. This may pos- 
sibly arise from one of several causes, as, for example, a de- J 
viation of the sound from the axis of the canal, a spasmodic J 
contraction of the muscular fibres that surround the urethra* J 
or a puckering of its mucous membrane before the instru- 
ment. Another explanation is suggested by certain interest- ■ 
ing appearances in the urethral casts which I have just ex- f 
hibited. Instead of presenting a smooth and even surface^l 
they are often marked by slight transverse furrows and alter«4 
nating ridges, indicating that the urethral mucous membranaj 
when greatly distended, yields more readily at some potntfl 
than at others. 

I should be sorrj' to have it inferred, from anything til 
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tii\-e said, that I am opposed to the operation of internal 
urethrotomy for the cure of Stricture. Some of the most 
fifiitifytng results in modem surgical practice have been 
achieved by this method, but I believe it to be applicable 
<Ai<fly to the treatment of dose Strictures, and as an auxiU 
•arj- lo dilatation. The dilating urethrotome, invented by 
Reybard many years ago, never met »nth general favor, on 
-account of the accidents which attended its use, and the suc- 
cess of safer and milder methods of treatment. I am a firm 
believer in what, I fear, is becoming an old-fashioned doc- 
trine among us, namely, that gradual dilatation is far the 
best treatment yet discovered for the great majority of ure- 
thral Strictures. In regard to what are termed Strictures 
of large calibre, I believe that they rarely exist, and that, 
IV hen they do, they seldom cause the sj-mptoms which have 
l>een ascribed to them. I fully indorse the statement made 
by Sir James Paget, who says : " Ever)' year teaches me 
triorc and more plainly that a very large number of cases of 
Stricture of the urethra are not really dependent on any fixed 
Condition of the urethra, but upon mere swelling of its 
mucous membrane, upon just such swelling as, with chronic 
Catarrh, narrows or shuts up one or both nostrils. Manual 
Surgery should find little or nothing to do in cases such as 
these."* 

I desire also to express my disapproval of the habitual use 
of rcrj- lai^c sounds, as I believe that a sound exceeding 
twenty-five millimetres in circumference is rarely necessar>', 
either for the diagnosis or treatment of a urethral Stricture, 
and that a canal, even smaller than this would indicate, may 
permit the ready evacuation of the bladder. The fact that 
the urethra caithc distended considerably beyond this limit is 
DO proof that it ought to be, and unquestionably much evil 
may result from over-distention. 

Finally, I cannot help thinking that the practice of slitting 
up the meatus, now so much in vogue among us, is injurious 
and irrational. The normal meatus is narrow, and its small 
H * "CUnkal Lectuiet and Eunys," L.«ndon : 1B7;. 
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size doubtless favors the projection of the stream of urine 
during micturition. When it is enlarged by a free incision 
along the floor of the urethra, the penis is thereby deformed, 
and a condition of artificial hypospadias is established. Ex- 
cept in special cases, therefore, it ought to be left as Nature 
has made it. 

If, upon all these matters, I have stated my convictions 
somewhat emphatically, it is because I am deeply impressed 
with their important bearing in practice. My sole object has 
been to elicit truth ; and, if I have ventured to criticise freely, 
I am willing that my own views shall be criticised in the same 
candid spirit. 

The paper read by Dr. Sands being before the Society for 
discussion, 

Dr. Otis was called upon by the acting President 
Dr. Emmet and spoke at some length in reply to the paper 
of Prof Sands, occupying the time until the hour of adjourn- 
ment had arrived. When closing, he announced his inten- 
tion to discuss the matter more fully at the next regular 
meeting of the Society. 



CHAPTER VIII. 



ON THE RELATIONS OF GLEET TO STRICTURE. 



Discussion continued. — Dr. Otis's Reply. 

AT the next stated meeting of the Medical Society of the 
County of New York, held February 28th, 19,76, Dr. Thos. 
Addis Emmet, Vice President, in the chair, the discussion of 
the paper by Prof, H. B. Sands, On Gleet and especially on 
its Relations to Stricture of the Urethra, was resumed by Dr. 
F. N. Otis, as follows : 

" Prof, Henry B. Sands opened his interesting and able 
paper "On Gleet, and especially in its Relations to Urethral 
Stricture," with these words : " The hiimiliatiiiz eonfasion 
must be made, that many important surgical problems remain 
unsolved." This was the statement of a fact which, in his 
opinion, was especially applicable to the subject which he was 
about to discuss. 

In so many words, then, he confessed that gleet, and es- 
pecially in its relations with urethral Stricture, was a prob- 
lem for which he had, as yet, found no satisfactory solution. 
The object of the paper, as stated, was simply to excite dis- 
cussion, and particularly with reference to views which had 
been advanced by me, in which I claimed to designate the 
true nature and cause of gleet, and the only effectual and 
radical cure for this acknowledged opprobrium of surgery. 

Proceeding then to the definition of gleet. Prof. Sands 
referred to idiopathic gleet — gleet depending upon a strumous 
diathesis, prostatic gleet, masturbators' gleet, etc., and re- 
marked, that "we shall avoid much confusion, by giving to 
the word the restricted meaning ascribed to it by John Hun* 
ter and Sir Astley Cooper, and regard it as an imperfect or 
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chronic gonorrhoea^ Now, as this matter is presented avow- 
edly for the purpose of discussing my peculiar views in re- 
gard to gleets and its relations to urethral Stricture, I shall 
most decidedly object to any such definition of gleet, as being, 
not simply imperfect, but as conveying impressions which, 
of necessity, will often lead to grave errors in the diagnosis 
and treatment of gleet. 

I have stated it to be the rule, that all gleet depends upon 
Stricture^ not that all gleet depends upon gonorrhoea. It 
seems to me, then, from my point of view, that, in order to 
consider the question of gleet intelligently, we must first dis- 
cuss the nature and causes oi Stricture ; having settled these 
points, the different varieties of gleet will be sufficiently indi- 
cated. In regard to the nature and causes of gleet, in the 
opinion of Prof. Sands, this disease is simply catarrhal. 

I. He says : ** Gleet depends upon a chronic inflammation 
of the urethral mucous membrane, either diffused over a 
greater part, or limited to spots, chiefly to the fossae navicu- 
laris and bulb. 

" 2. Gleet depends upon inflammation of lacunae opening 
into the urethra. 

** 3. Gleet depends upon Stricture of the urethral 

Supported by these three postulates. Prof. Sands takes ex- 
ception to my claim that ''gleet always depends upon Strict ure^^ 

A carcfuly not a hypercritical y examination of his position 
will, I believe, tend to simplify the assumed points of differ- 
ence between Prof. Sands and myself in regard to the causes 
of gleet, very materially. 

I do not deny that it is a chronic inflammation ; nor that 
it is sometimes found to be diffused over a great part of the 
urethra ; nor that it is sometimes confined to spots ; nor yet 
that it may occupy the continuous lining of the lacunae and 
mucous follicles. In the present discussion, however, the 
locality and pathological results of gleet are not so much at 
issue, as the cause of the continuance of those conditions 
upon which the muco-purulent discharge which we q^\ gleet 
depends. 
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I have so often seen diffused and localized inflammatory 
conditions of the urethral mucous membrane associated with 
urethral Stricture, and have so constantly seen them disap- 
pear, upon the division of the Stricture, that I do not hesitate 
to affirm my conviction that all granular spots in the urethra 
are the result of retention of acrid urine, behind Strictures 
more or less salient ; and that the most favorable condition 
to induce implication of the lacunae magna and the deeper 
sinuses and follicles is the presence of an anterior Stricture. 

The term gleet is used by Prof. Sands as indicating an im- 
perfect or chronic gonorrhcea. Now, gonorrhcea is a self- 
limited disease ; an active inflammation, produced by conta- 
gion, which continues, according to our best authorities, for 
three or four weeks, under the most judicious treatment; and 
I may here add, whether treatment is had or not, for it is the 
rule that, under favoring physical conditions, it gets well, in 
about that time, with no treatment whatever. Prof. Sands 
says : "A gonorrhoeal discharge, after it has continued from one 
to four weeks, almost ahvays diminishes in quantity, becomes 
thinner and less opaque, and, in favorable cases, disappears 
altogether." Again he says, " A'ot unfrequently, the dis- 
charge does not disappear, and may continue indefinitely." 
The difference, then, between gonorrhcea and " chronic or im- 
perfect gonorrhoea " or gleet is, that the one gets well and the 
other continues indefinitely. In ordtr to ascertain the reason 
of this continuance of a gonorrhcea — to find what constitutes 
the fiuncium malum — the essential difference between the fa- 
vorable and the unfavorable cases. Prof. Sands gives ar/sutn^ 
le results of the pathological researches of Sir Astley 
r, Rokitanski, and Sir Henry Thompson. In some 
unusual vascularity was found at the fossa; navicularis ; 
in others, general tumefaction of mucous membrane ; enlarge- 
ment of follicles, relaxation of sinuses, etc.. and yet in other 
cases " no abnormal appearance could be detected." The sum- 
ming up, then, of these researches seems to shed no light 
upon the cause of gleet ; it simply presents the results of 
long-continued inflammation, of a low grade, in certain cases ; 
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while the fact that, in other cases nothing abnormal was 
found, is a sufficient commentary on the value of this method 
of ascertaining the cause of gleet. The pathological r^sumtf, 
then, simply shows, that the cause of gleet was not deter- 
mined by diuy post-mortem examination. Prof. Sands then cites 
the results of observations upon the living body. First, ** sore- 
ness and smarting,** he says, " may exist and mean nothing ;" 
'* frequent desire to micturate may mean the presence of a 
morbid process in the urethra; sensation of straining may 
point to urethral trouble, but gleet may exist and persist^ un- 
accompanied by any morbid sensation. Circumscribed 
granular spots may exist, and be revealed by the endoscope, 
but cannot be regarded as the sole cause of gleet." 

Observations during life, then, do not afford any definite 
information as to the cause of gleet. 

The results of the action of remedies are next invoked to 
discover the cause of gleet. " Sometimes," says Prof. Sands, 
" its removal is favored by a spare, and at others by a gen- 
erous, diet. Sea-bathing and tonic food and medicines have 
cured many a gleet that has resisted the ordinary specific 
remedies for the disease. In a strumous, gouty, or rheumatic 
diathesis, appropriate constitutional treatment may become 
necessary. " Copaiba and cubebs," he says, " have always 
and deservedly been held in high esteem. Alkalies also are 
not without value in certain cases. ... In my own expe- 
rience, however,** says Prof Sands, ^^ local treatment has 
generally proved the most efficient in the removal of gleet. 
Injections, mild or strong, superficial or deep; the occasional 
introduction of a full-sized bougie into the bladder. When 
these fatly' he remarks, ** the disease will often be found to 
depend upon Stricture of the urethral 

I am quite willing to concede the influence of all the 
remedies and plans of treatment above enumerated. I re- 
cognize the fact that, whatever be the cause of a catarrh of 
the urethral mucous membrane, a condition of constitutional 
plethora, or, on the other hand, of extreme debility, would 
favor its continuance ; and that irritating urine, such as would 
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indicate the use of alkalies, copaiba, cubebs, etc., in any other 
trouble, would tend to palliate a gleet— nay, possibly, even 
cause the cessation of the discharge, where it was kept up by 
the irritating quality of the urine. But it is a very well- 
known fact {and I am quite sure that it will not be disputed 
by my friend Prof. Sands) that cessation of the discharge does 
not mean cure. The reason, the chief, I believe, that has 
induced the Professor to include the cure of gleet among the 
"unsolved problems of surgery" is, that, after cessation, 
under the varied treatment quoted, the discharge will, as a 
rule, return. A slight indiscretion in diet, a little vinous ex- 
cess, a little venereal indulgence, of the most unexceptional 
character, ivi// bring back the gleet. 

The results of treatment, then, if they do not indicate the 
cause of gleet, teach us. at least, that it is not in any condi- 
tion which such treatment can permanently control. Prof. 
Sands says, " When these and other similar methods of treat- 
ment fail, the disease will often be found to depend upon a 
Stricture of the urethra" 

Now, I would like to aslc, in the most friendly and scien- 
tific spirit, why it is considered necessary to go through the 
above-mentioned category of constitutional remedies, and 
gleet specifics, and injections, and bougies, before this question 
is raised — nay, more, until it is settled ? Again, I claim that, 
in order to discuss the subject of gleet intelligently, the sub- 
ject of urethral Stricture must frst be considered. 

I have stated it as my opinion that " chronic urethral dis- 
charges arc, as a rule, dependent upon urethral Strictures for 
their continuance," whether these Strictures be the product 
of a gonorrhceal inflammation in the first instance, or the re- 
sult of inflammation of other origin. 

It is not likely that there will be any important disagree- 
ment as to the manner in which Strictures are formed, but I 
do not quite agree with Prof. Sands, nor with the authorities 
he quotes, in ascribing the frst place in the causation of 
Stricture to gonorrhea. I recognize the fact that it is most 
often brought to our notice through the occurrence and per- 
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sistence of this disease, and that all preexisting Strictures, or 
thickenings, or irritations, of the urethral mucous membrane, 
are increased and intensified by it. 

I would like, for a moment, to call your attention to some 
of the other — the non-specific — causes of urethral inflamma- 
tion and Stricture. ^ 

Sir Henry Thompson (whose views on so many points are 
in complete accord with those of Prof. Sands), in his work 
on "Stricture of the Urethra" (second English edition, page 
1 14), headed " Causes of Urethritis and thus of Permanent 
Stricture^' says : ** Urine may possess an irritating quality 
from the predominance of an acid or an alkali in it ; a per- 
sistence of either of these conditions must be recognized as 
one of the undoubted causes of organic Stricture. Thus," he 
says, ** Sir Benjamin Brodie states that alkaline urine is more 
likely to produce the disease (Stricture) than that which is 
acid, and that persons secreting the triple phosphate are 
almost sure to have Stricture sooner or later." Mr. Liston 
says, in reference to attacks of acidity of urine, that " their 
continuance, or frequent occurrence, may lay the foundation 
of disease of the urethra." And further. Sir Henry Thomp- 
son says (ibid., page 115), "Excess of venery, protracted 
erections, and prolonged intercourse, are recognized causes of 
Stricture." Lallemand, Ricord, Sir Everard Home, Acton, 
Gouley, Gross, and others, recognize masturbation as a cause 
of urethral Stricture, and certainly if we can accept, with Sir 
Henry Thompson, excess of venery, etc., we cannot deny this 
influence to masturbation. I have myself seen several ag- 
gravated and undoubted cases which fully support this view ; 
and, again, Sir Henry Thompson (ibid., page 117) says, "The 
influence of gout and rheumatism are undoubted causes of 
spasmodic Stricture ; these diatheses, therefore, predispose in 
this manner to the accession of organic Stricture." 

Not to pursue the causation of urethral Stricture further, 
for fear of wearying you, I desire now to ask your attention 
to a few observations upon, and natural deductions from, the 
foregoing citations from our most valued authorities. 



In the first place, the influence of vitiated urinary secre- 
tions, excess of venery. prolonged erections, and protracted 
sexual intercourse, are distinctly recognized and insisted on, 
as a cause of organic urethral Stricture, and this, too, by au- 
thorities whose facilities for urethral examination were most 
imperfect, and hence could oniy detect, positively, the more 
advanced stages of Stricture. It is but just, it seems to me, 
to infer that, in very many cases examined by them when 
symptoms of Stricture were present, no Stricture was detected. 
The method now pursued by Prof. Sands, Sir Henry Thomp- 
son, and many other less enlightened surgeons, would signally 
fail in detecting the earlier invasions of Stricture in any ure- 
thra of a capacity above twenty-five millimetres in circumfer- 
ence. 

Now, when we come to consider the proportion of men 
who, at some time in their lives, have sufl'ered from acrid 
uninarj' secretions (from a gouty or rheumatic diathesis, and 
various other causes) from excessive venery, masturbation, 
etc., does it seem to you necessary to insist upon it that 
every subject of a gonorrhcea had a previously normal condi- 
tion of his urethra ? 

Urethral Stricture is recognized by Prof. Sands as a cause 
of gleet. What amount of contraction is, then, necessary to 
constitute a Stricture capable of producing or prolonging a 
gleet? By the admirable casts of the urethra, which he has 
presented in his paper, he has, in four specimens, demon- 
strated a difference in the urethra of different individuals. 
These casts (carefully enlarged drawings of which I now pre- 
sent to you) will form an interesting basis for study in refer- 
ence to what may be said to constitute a Stricture. 

In cast No, i , the walls of the canal are seen to be smooth 
and quite free from indentations. No. 4 is almost equally so, 
except within an inch or so from the meatus, where two or 
three slight indentations are seen. No. 3 shows four or five 
wrinkles occurring at a point coincident, or nearly so, with 
the locality of the peno-scrotal angle during life, and corre- 
spond with the thickened folds of mucous membrane which 
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the urethra-metre. No. 2 presents not less than six distinct 
contractions between the meatus and the bulb. It must be 
borne in mind that a force, of no insignificant character, has 
been used in the distention of the urethra from which these 
casts were taken ; and it may, 1 think, be reasonably pre- 
sumed that any accidental wrinkles would have been straight- 
ened out ; in short, that nothing but permanent organic con- 
tractions would have left their imprint upon the plaster cast. 

Whether these can be called Strictures, or not, will depend 
very much upon what degree of contraction is considered 
worthy to be called Stricture. 

The practical point which this condition suggests, how- 
ever, is that, whether we call these points Strictures, or con- 
tractions, or wrinkles, they arc certainly capable of interfer- 
ing with the smooth and easy passage of urine; that they 
would furnish admirable points of lodgment for the solid con- 
stituents of the urine during an acid or an alkaline dyscrasia 
— very slight, it may be acknowledged, but very marked when 
compared with the smooth and regular outline of No. i. 
Now, if we can suppose two urethree, which shall be the 
counterparts of those from which casts No. i and No. 2 were 
taken, to be invaded by a gonorrhoeal inflammation — which 
of them would, all other conditions being equal, escape with 
least damage — in which would a gonorrhcea be the least 
severe ; which would be least likely to suffer with subsequent 
gleet ? The urethra which are represented by these casts 
were said to have been free from any evidences of disease . 
when, however, we recall the statement a^ Focrstcr. quoted by 
Prof. Sands, on page 7 of his paper, viz., that "blennorrhcea 
sometimes lasts a very long time without causing any mate- 
rial alteration of the urethral mucous membrane," we may 
reasonably question the inference that Nos. 2 and 3 were free 
from disease, while we have ocular proof of the presence of 
conditions which would favor a contrary conclusion. If No, 
2 can be accepted as representing a perfectly normal condi- 
tion, the smooth and unwrinkled surface of No. i must then 
be acknowledged to vary from it in a very noticeable degree. 
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Should it be claimed that the smoothness of No. I is account- 
ed for by the less force used in making the injection, we will 
transfer the comparison to Nos. 3 and 4, which are sufficiently 
free from contractions to present a striking contrast with No. 
2, although in case of these, as nearly as possible, the same 
force was applied. 

Convinced, as I am, that complete freedom from obstruction 
in the muscular structure of the urethra is essential to the 
perfect performance of the act of micturition ; that complete 
absence of points of friction is necessary to secure the greatest 
immunity from local and reflex disease, I should no more feel 
justified in presenting cast or cut of urethra No. 2 as typify- 
ing a normal urethra, than I would present a neighboring 
orifice to you, as normal, when surrounded by the shriveled 
remains of half a dozen hemorrhoids. 

These casts were claimed to show, among other things, the 
incorrectness of my views, in regard to the absence, in a per- 
fectly normal urethra, of that boat-shaped dilatation which is 
described by authors as occupying the first inch of the urethra, 
and termed the fossa naviculars. Four specimens are rather 
few to decide a disputed anatomical point, but, as far as they 
go, they prove the correctftess of my position. It is entirely 
absent in No. I. In No. 2, which is rich in dilatations and 
contractions, and with a meatus eleven millimetres smaller 
than any other part of the canal, it is present. In Nos. 3 and 
4, if by courtesy it can be said to be present at all, it is with- 
in a quarter of an inch of a contracted meatus, and is merely 
a pouch-like dilatation, which I have always recognized as as- 
sociated with a contracted meatus, and have never seen in 
connection with a meatus of the normal size.* 

In his discussion of this point, Prof. Sands states that I 
misquoted Hciilc in reproducing his representation of a frozen 
section (** Anatomic des Menschen," vol. ii., p. 424). It was 
the illustration, showing that the ;/<?rw^7/ meatus corresponded 

* Subsequent examinations of urethrae of the foetus and the newly-bom have 
demonstrated it to be an acquired condition. See statement of Prof. Brown's 
Researches, page 243. 
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in she with the urethra behind it, which I quoted— the tran- 
script from a natural frozen section ; 7c/iic/t provfs my claim — 
and not his subsequent reiteration of a conventional idea. He 
'^Klhrice presented this plate as a transcript from a normal 
condition of the penis at this point. The same drawing has 
been represented, by Drs. Van Buren and Keyes, as a normal 
condition under the title of " Vertical Section through Glaus 
and Foisa Navicularis."* It 
corresponds completely with 
my own numerous observa- 
tions, on the living subject 
ss well as on the cadaver. 
What Henle says is great- 
ly weakened, if not made 
wholly valueless, when his 
o«n transcripts from nature, 
as well as the careful haviculaw*. 

obscr^-ations of others, contradict his statements. 

In speaking of examinations in the living subject, Prof. 
Sands says (p. 162)," Inpractice. we find, in the size of the 
meatus, a rough test for the calibre of the urethra." This has 
long been taught by authorities, and has been adopted by 
many surgeons as a guide for estimating the calibre of the 
deeper urethra. The idea may almost be said to be pre- 
liittoric, and possibly occurred to Adam on his first urination. 

^our great progenitor could have been examined with a bul- 
s sound. I doubt not that his meatus would have been 

■ tMnd to correspond completely with the canal behind it. and 

B^Kncc, at that period (if man may then be believed to have 
ten in physical perfection) the meatus would have proved 
■ exact guide to the normal calibre of the urethra. When I 
»' meet with such a case, I consider it the highest normal 
c of meatus. But. since then, indiscretions and other ir- 

■tpilaritics have crept into the world ; and now, after six or 
more thousand years, the result is, that the meatus, among 
3ther things, has varied from its original type, so that, at the 
• ■■ Cm ito- Urinary Diseases. wLih Sypliilis," page 30. 
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present day, if we accept the size of the meatus as a rough 
guide to the size of the urethra, we shall find it a very rough 
guide indeed. The fact is, that the meatus can be shown to 
be perfectly inconsistent in its relations to the urethral calibre, 
and that in not more than one case in ten does it occur that 
the size of the meatus is a reliable test of the size of the 
urethra. In the examination of one hundred living subjects 
with the urethra-metre — 
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Average size in one hundred cases, 24.72. 

In no case was the urethra, in the one hundred cases, be- 
low a calibre of 26 millimetres — ranging from this to 39 — 
the average being 32.95. I think, then, that we are forced 
to conclude that the size of the meatus urinarius externus is 
not in any sense or degree a guide to the urethral calibre. 

It is worthy of remark that, in the one hundred examina* 
tions referred to, notwithstanding the very great dispropor- 
tion between the size of the meatus and the calibre of the 
spongy urethra, no marked trouble on that account was 
noted. These were, however, cases which claimed to be free 
from inflammatory antecedents. It is probably the fact that, 
as long as the meatus escapes inflammatory action, it does 
not become a source of trouble on account of its diminutive 
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proportions. We may ha%'e a meatus from the size of a mere 



pin-hole to the full size which corresponds with the calibre 
onbe urethra behind it. None can, perhaps, be claimed to 
IP be abncrmal, as long as the functions of the part are well 
^K _ performed ; and hence, in the presence of so great variations, 
^H k might be difficult to fix upon the highest normal tjp* of 
^P tbe meatus urinaiius. We find, however, that various and 
II pave difBcultics and diseases are occasionally associated with 
a gen ilo-uri nary apparatus, where the meatus is not of the 
full size of the canal behind it, and that such difficulties are 
promptly relie^-ed b)- a surgical procedure which permanently 
! enlarges the meatus to that size. The fact that such difficul- 
tia do not occur, when the meatus is of the full size of the 
anal immediately behind it, gives additional weight to the 
Msumpiion. That condition, then, of these parts which in- 
sures the most complete functional integrity, and is least 
liable to become a source or seat of disease, and which is also 
least liable to induce, ^giavate. or prolong disease in the 
contiguous parts, may. I think, be safely and appropriately 
accepted as representing the highest normal type. Now, by 
"bservatioQ of the one hundred cases reported, the meatus 
»ill be found to correspond with the canal behind it, in ten 
'*s«, while not ofie exceeds this limit. Besides this, it can be 
™'>sl positively proved that contracted meatus prolongs and 
"I'cnsifies gonorrhtea, produces gleet, and is the source of 
*'3ncd and grave reflex irritations. 

Profs. Van Burcn and Kcyes (p. 93) boldly state that 
'^ individual with an average-sized penis, whose meatus 
*il! take only eight or nine (fourteen or fifteen F.), has Strict- 
•"■'(congenital) of the meatus, although he never may suffer 
"ly inconvenience therefrom." Prof, Gouley (p. 103. " Dis- 
«»ei of the Urinary Organs ") states that the proportion of 
Strictures in this region, as compared to the entire number 
be has seen, ts at least 30 per cent. Thus it stands: Individ- 
mis meiy have a meatus, stricturcd more or less, and never 
suffer any inconvenience therefrom ; again, this condition may 
give rise to grave trouble. Why this apparent difference? 
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Simply, as I apprehend, that when the muscular structure of 
the meatus, and the urethra behind it, is in perfect condition, 
it is enabled to empty the urethra completely lifter urination. 
Let inflammatory action be set up in this locality, as may 
occur from extension of an infantile or an adult balanitis, or 
from gonorrhoea, or from any other cause, and a plastic 
exudation results, which, becoming organized, disables the 
urethral muscular structure at this point, and it is no longer 
able to act efficiently in expelling the last drops of urine ; 
they are retained, a dribbling results, and is the unvarying 
sign that such an accident has occurred. It is from this 
cause that the discharge from a gonorrhoea is retained, aggra- 
vating and prolonging the disease. Now, the only rational 
remedy, in this class of cases, is to relieve the obstruction : 
we cannot restore the disabled muscular structure, but we 
can relieve the obstruction, mechanically, by making the 
orifice to correspond with the size of the canal behind it, and 
thus enable the urethra to clear itself of its irritating secre- 
tions. 

But Prof. Sands says : " The practice of slitting up the 
meatus is injurious and irrational,** that " the normal meatus 
is narrow, and its size favors the projection of the stream of 
urine during micturition.** It is not the normal meatus that 
requires any slitting, or any other operation ; it is the division 
of the abnormal meatus — disabled through antecedent inflam- 
matory action — which a rational treatment demands. I ven- 
ture the assertion that thousands of cases of gleet exist to- 
day, which have been treated by copaiba, and constitutional 
remedies, and injections varied and frequent, and even by 
full-sized bougies, for years, and vainly, which this compara- 
tively simple operation (of removing the obstacle to the com- 
plete emptying of the urethra) would promptly accomplish, 
besides affording immunity from recurrence, except through 
a fresh contagion. 

But gleet, troublesome as it is, is by no means the only 
untoward result possible from a contracted meatus. This 
point is admitted by physiologists to be a sort of telegraphic 



depot for the whole genito-urinary system. Nor is it the 
gen ito- urinary system alone which may suffer from irritations 
of this locality. You have but to recall the fact, that a las- 
civious thought will cause a sensation at this point, and that 
slight irritation here will induce the sensuous thought. De- 
pression of spirits, especially in youth ; incontinence of 
urine; pain on ejaculation: neuralgias of the testicles, over 
the pubis, down the thighs, and even to the soles of the feet ; 
spasmodic Stricture, with or without retention of urine ; pros- 
tatic irritation and enlargement : inflammation of the bladder 
and testicle — are each capable of being produced by this con- 
dition, in certain instances, as proved by the prompt disap- 
pearance of these troubles (often ineffectually treated by 
other and various means) through a free division of a con- 
tracted meatus. My paper on " Reflex Irritations through- 
out the Gi:ni to-Urinary Tract," read before the New York 
Academy of Medicine in February, 1874, adduces no less 
than nineteen representative cases of this sort, with all the 
particulars of antecedent and subsequent conditions. In the 
London Lancet of January 29, 1876, Mr, Furncaux Jordan, 
F. R. C. S., Professor of Surgery, etc., of Birmingham, Eng- 
land, in speaking of the possible influence of a contracted 
meatus, writes thus : " I not unfrequently meet with the 
cause and its results. In boys a common result is cystitis, 
simulating stone in the bladder. Boys, however, often escape 
notable trouble; as men they are not let off so easily. With 
the cares, indigestion, gout (disguised or open), and other 
ailments, which increase the acidity of the urine, there come 
one or several of the results of Stricture. One such effect is 
urethritis, which, by continuous extension, may lead to pros- 
tatitis, or cystitis, or (pididymitis. There are some," he says, 
"who under such circumstances would affirm that the ure- 
thral inflammation had been caused by contact with some 
noxious fluid. ... I will not," says Prof, Jordon, "here dis- 
cuss the merits or demerits of a policy of uniform incredulity. 
My answer is this : often in cases of diminutive meatus, the 
bladder is affected first, then the prostatic urethra; then per- 
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haps the inflammation may extend along the vas deferens, 
setting up consecutive orchitis, and from first to last there is 
no tirethral discharge.* Frequency of micturition; supra-- 
pubic pain; mucus or blood m the urine; are, singly or com- 
bined, the subject of complaint. ... A diminutive orifice 
aggravates and prolongs a gonorrhoea or gleet or Stricture and 
their ordinary sequela. The treatment," he says, " which I 
adopt for a small meatus is an incision — the result in all cases 
— a large number — successful. The success is not always 
rapid, especially in old-standing cases of cystitis ; but, sooner 
or later, relief follows." 

Sir Henry Thompson says : f " I have given complete re- 
lief to distressing symptoms of very long continuance, the 
cause of which was not suspected, by dividing an external 
meatus which, nevertheless, admitted a No. 6 English cathe- 
ter ;** and he cites three cases when the very simple operation 
necessary had given complete relief to symptoms ** which had 
long been regarded as of very obscure character." Now, if 
such troubles can be adduced as the possible effect of a con- 
tracted meatus, and such results can be shown by its division 
can it be justly said that slitting a contracted meatus is irra^ 
t tonal ? 

Prof Sands (quoting from one of my papers on "Stricture 
of the Urethra ") says : ** If a urethra present, the normal 
calibre of which is equal to a circumference of 30 millimetres, 
and only a 29 bulbous sound will pass, without detecting ob- 
struction, then the urethra is not * about right.* It is strict- 
ured to the extent of one millimetre, and can never be a 
healthy urethra while that Stricture remains." Then he says, 
** Let us inquire if these statements can be verified ; if so, we 
shall find estabh'shed an important principle in the treatment 
of gleet." The question of the measurement of the urethral 
calibre, which is involved in the statement quoted, is one of 
so great importance, that I shall not apologize for entering 
upon it with some degree of minuteness. As a mechanical 

♦ ** Stricture of Urethra/' second London edition, p. 249. 
t Ibid. 
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proposition, there is no room to doubt but that, if the canal, 
that is, the ante-bulbous urethra, is 30, and 29 only will pass 
m'ithout detecting obstruction, obstruction certainly exists. 
This, however, as I apprehend, is not the point in dispute, 
but it is as to whether this minute obstruction, in the first in- 
stance, if present, can be made out, and in the second, if made 
out, can it prove a cause of trouble. The first point, then, to 
consider, is, AMiat do we understand by the normal calibre of 
the urethra ? In order to settle this, and to meet the objec- 
lions which have been urged against my own views on this 
subject, I will present briefly the method and results of ure* 
thral measurements b>' accepted aiithoritics. From the year 
1854 to 1875, Sir Henr>^ Thompson taught that, *• when 8 or 
9 of the English scale could be passed easily through a given 
urethra, no Stricture could be said to exist," In one of his 
recent lectures delivered at the University College of London, 
November 18, 1875,* he says: •' Simply take a flexible Eng. 
lish gum-elastic bougie, well curxcd toward the point, with a 
blunt end, not larger, as a rule, than 10 or 11 of our scale 
(that is, nineteen or twenty millimetres in circumference^ and 
pass it very gently and slowly into the bladder. If it goes 
easily, above all, if it is drawn out without being held, and 
slides out with perfect facility, take my word for it he has no 
Stricture, and quoad obstruction, wants no use of instruments 
whatever." It will thus be seen that Sir Henr>- Thompson 
fails to recognize the varied capacity of the urethra in differ- 
cnt individuals, and practically reduces all urethne to a com- 
mon and fixed standard. It will also be obscr>'ed that, with- 
in the last year, he has raised this standard from '* S or 9 Eng- 
lish " (17 and 18 F.), to " 10 or 11 " (19 and 20 F.\ that is to 
say, about two millimetres. Why he has done so does not 
appear. 

Now, Sir Henrys Thompson distinctly states that •* in the 
Uving body the walls of the passage are closely applied to each 
other in a state of inaction, so that the diameter is only cal- 
culable when distention occurs from some cause .... In- 

♦ Reported b the London Lancet^ December 11. 1S75. 
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deed,** he says, " the question of the diameter of the urethra 
must be considered as resolving itself, to a certain extent, into 
the measure of its capacity of being extended^ and this is of 
greater practical importance than the mere width of the mu- 
cous membrane, when slit up after death;'** and yet Sir 
Henry fixes the urethral limit at lo or II English, without 
the least reference to these facts. 

Prof. Sands says that " we have properly the normal cali- 
bre of the urethra, when it is moderately distended by urine 
during normal micturition,*' and, although he remarks, "we 
cannot estimate this with accuracy, I believe that it is not very 
large'' That is to say, it does not, in his estimation, make a 
calibre of more than twenty-five millimetres. He says, " /i- 
7iallyy passing sounds exceeding twenty-five millimetres is 
very rarely fiecessary, either for the diagnosis or treatment 
of Strictures of the urethra,** Prof. Sands thus virtually fixes 
the urethral calibre at twenty-five millimetres. Twenty-five 
millimetres are equal to 14 of the English scale. We are not 
informed why Sir Henry Thompson first fixed the urethral 
limit at ** 8 or 9," nor why he subsequently granted an exten- 
sion to " 10 or II ;" nor yet why Prof. Sands is willing to 
allow a calibre of 14. There is no evidence to show that these 
estimates are based upon any well-ascertained facts bearing 
upon this point. Profs. Van Buren and Keyes say (page 28 
of their excellent work on venereal diseases,t and in italics), 
** A fairy average ^ well-fcrvied urethra measures about three-- 
eighths of an inch in diaineter ;** that is, to say, thirty milli- 
metres in circumference. The French school (as represented 
by Dr. T. B. Curtis, of Boston, in his essay which won the 
Civiale prize in 1873, and has thus the stamp of approval by 
the French Academy) says, " The size of the human male adult 
urethra is seven millimetres in diameter^' or 21 of the French 
scale. 

The late Mr. Guthrie, so much appreciated as a surgical 
authority, both in Great Britain and America, says, " The 

* *' Stricture of the Urethra," Thompson, second London edition, p. 6. 
f " Genito-Urinary Diseases," etc., p. 28. 



urethra varies so much in different people, that it is scarcely 
worth inquiring into, particularly as the passage of instru- 
ments is always regulated by the size of the orifice;" .... 
but. as to its positive size, he says : " I have a solid bougie 
which is rather more than half an inch (twelve and a half 
millimetres) in diameter. 1 had it made for one gentleman in 
particular, and it passed with perfect ease through the whole 
passage .... Very few urethras," he further remarks, " will 
admit a sound of more than 12 to 16." 

In view, then, of this apparent want of harmony (not to 
say definiteness), in arriving at a practical estimate of the 
normal urethral calibre, we must, I think, come to the con- 
clusion that the authorities quoted must have taken the size 
of the meatus, the volmtse of the stream, the results of post- 
mortem examinations, and the experiments on the extensibility 
of mueous membrane, as a basis, and have struck a general 
average as to what ought, in their opinion, to constitute a 
normal urethral calibre. In summing up these independent, 
individual estimates, we find them as follows : 



Sir Heniy Thompson (lo lo II E.} up 

The French School . . . , 

Frof. Sands up to . 

Frofs. Van Buren and Kcyes 

Mr. Guthrie up 10 i!vn-\ inch diameter 



Now, in a urethra of a calibre of 30, an instrument of 19 
or 20 (" 10 or 11" English) would pass a Stricture often 
millimetres' value without discovering it; one of twenty-five 
millimetres would fail to appreciate a Stricture of five milli- 
metres' value or one-sixth of the entire calibre of the urethra ; 
and should the normal calibre reach the size of 40, which it 
can be proved to do by Mr, Guthrie and myself, in rare cases, 
even an instrument of thirty millimetres in circumference 
would fail to detect a Stricture involving one-fourth of the 
passage. It would, then, appear to be a matter of some im- 
portance, for a person sulTering from symptoms of Stricture, 
to ascertain the probable size of his own urethra before apply- 




A 
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ing to a surgeon for aid ; otherwise, he might apply to a dis- 
ciple of the English school, who would not allow him a calibre 
of more than 19 or 20 (" 10 or 11 " English) ; or to a French 
surgeon, who would concede only 21 ; or to one who believes, 
with Prof. Sands, that " more than 25 is rarely necessary for 
the diagnosis or treatment of Stricture ; " for all these would 
certainly fail to detect, much less be able to appreciate, the 
extent of a Stricture, above their estimates, in a urethra 
which should reach the fair average of the normal urethra of 
our more generous American authority, to say nothing of the 
possibilities of a urethra of the size of about forty millimetres 
in circumference, cited by that grand old English surgeon, the 
late Mr. Guthrie. 

The conclusion is, then, forced upon us, that some method 
of arriving at an estimate of the normal urethral calibre must 
be adopted, which shall eliminate, as completely as possible, 
the element of individual opinion based upon generalities. 
The clear and practical view of Sir Henry Thompson, that 
'* the question of the diameter of the urethra must be considered 
as resolving itself into the measure of its capability of being 
distended^ furnishes us with the only rational basis for a true 
appreciation of the urethral calibre in different individuals. 
Through a very great number of experiments, upon subjects 
living and dead, during a period of more than four years, the 
possibility of arriving at correct and uniform measurements 
of the urethral canal, by means of this instrument, the Urethra-^ 
metre (which has already been described to you by Prof. 
Sands), has finally been demonstrated. By means of this it 
has been found possible to determine (and with scarcely more 
discomfort than would result from the introduction of an 
ordinary sound or bougie) the //;/;// of easy distention, and 
thus the 7iormal calibre of urethrse, within one or two milli- 
metres in almost every case. In a great proportion of one 
hundred cases, recently examined, this limit was defined 
exactly ; and this without regard to the contractions of the 
meatus, or the presence of Strictures above 13 F., which is the 
size of the closed instrument. My examinations with the 
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urethra-metre have been, from the first, conducted with an 
entire knowledge and appreciation of the physiology and 
histology of the penis and urethra, as taught by authorities. 
It was fully recognized that the calibre of the urethra varied, 
anatomically, in different parts. The instrument was intro- 
duced, closed, to the bu I bo-membranous junction, and then 
expanded slowly, until a feeling ot slight fullness was experi- 
enced by the fatUnt. If, thfti, it was easily and painlessly 
movable, it was drawn gently forward, and, if no positive 
obstniclion was met, the urethra was considered free from 
Stricture. If. however, it was arrested at any point, the 
instrument was turned down until it could pass, and the 
amount of obstruction was noted from the dial. If the hold- 
ing was slight, and at a point of usual anatomical narrowing. 
it was not considered important, unless the instrument was 
distinctly resisted on being pushed back at such point. 

After making a great number of examinations, 1 was led 
lo appreciate an important difference in the calibre of dif- 
ferent urethra:, and that an average standard was impossible. 
That while thirty millimetre.^ was the full measure of one 
man's urethra, that of another would as freely admit a No. 4c 
solid sound through its entire length, and into the bladder. 

Another point, and one which has attracted some, but not 
sufficient, attention, was that of the proportionate relation, 
which t came to observe, between the size of the urethra and 
the penis with which it was associated. After an extended 
experitnce on this point. I am prepared to state that this re- 
lation is constant, and is about i to 3} ; in a penis of three 
inches circumference the urethra would be 30, 3f 32, 3^ 34, 
3} 36, 4 38, 4l to 4[ 40 : and that an estimate of calibre made 
ID this basis is a valuable guide when the urethra-metre is 
available. It must, however, be borne in mind that the 

lumstances under which examinations are made occasion- 
(though seldom) vary, and that some experience is ncccs- 
SAry in order to recognize and appreciate the conditions 
which temporarily affect these relations. 

Even late authorities state that a large penis may be as- 
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sociated with a small urethra, and that a small penis may ac- 
commodate a large urethra. This important statement will 
be proved untrue by the results of my examinations. 

Out of the one hundred cases presented in the annexed 
tables, the size of the urethra corresponded with the size of 
the penis, exactly in accordance with my claim, in thirty-nine 
cases : 

39 cases. 

Deviating from it i millimetre, 36 " 

** " 2 millimetres, 17 " 

*( <i A ct 2 *( 

«< ** A ** T '* 

" " 5 " 3 " 

•• tt g t« J (I 

M «l 1. «t I '* 

On page 21 of his paper, Prof. Sands relates /its experi- 
ments with the urethra-metre. I am not surprised that, from 
his experience in twenty cases, he should arrive at conclusions 
on some points somewhat at variance with my own. The 
urethra-metre is an instrument which, like the stetlioscope^ 
requires a familiarity with its use, for which no anatomical 
knowledge, or dexterity in the use of other instruments, can 
fully compensate. The tactile skill which is required to ap- 
preciate the least amount of distention which urethral mu- 
cous membrane will bear, without damage, and yet shall give 
the assurance of its full expansion, will bear comparison with 
the appreciation of the true respiratory murtnur in a chest- 
examination. Prof. Sands did find, however, that the instru- 
ment showed variations, in different localities of the urethra, 
corresponding with those which he had previously demon- 
strated on the dead subject. He says, " If the above facts 
can be verified, they prove indubitably that the assumption 
of an unvarying calibre for any urethra is unwarrantable ; 
and it is plain that such an assumption must lead to the 
gravest errors in practice." 

Now, I, for one, am sure that *' the above facts" can be 
verified^ and I most cordially agree with Prof. Sands in his 
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statement, as to the error of considering the urethra of un- 
varying caUbre, as well as in regard to probable consequences 
of such an error. This is the error which is practically made 
by those who estimate the calibre of the urethra by the size 
ofabougie, and not by any one who makes an intelligent use 
of the urethra-metre. Prof. Sands has misapprehended me 
when he infers that I am accustomed to take the calibre of 
the bulbous portion of the urethra as a measure of what all 
parts of the urethra in front of this portion " ought to be." 

The passage quoted from my article on gleet, etc., from 
which this conclusion is drawn, is as follows : " At this point 
(the bul bo-mem bran ous Junction) the bulbous portion of the 
inslrament (the urethra-metre) is to be expanded by means 
of a screw at the handle, until a feeling of fullness is ex- 
perienced, when, if there is no Stricture at the point of trial, 
the hand on the dial-plate will indicate, u-ith snffictent eer- 
'<«//, the normal calibre of the urethra under examination."* 
TVit feeling of fullness spoken of, referred, in my mind to the 
tnulion of the patient ; and this I found was experienced, as 
anile, before the true capacity of the canal, at that point, was 
reached; from the extreme sensitiveness which exists in 
Some cases, the sensation of the patient affords no reliable 
guide in ascertaining the calibre of the ante-bulbous portion, 
with the urethra-metre. This abnormal sensitiveness is rarely 
present at the bulb, and thus the instrunlent, raised to a 
point occasioning a feeling of fullness to the patient (and not 
•"ic of arrest to the operator) indicated, " with sufficient cer- 
**inty," the calibre of the ante-bulbous urethra, and not the 
s'lc of the bulbous urethra, which authorities state, and I 
U»en fully believed was, as a rule, much lai^er. 

My meaning was perhaps not as clearly expressed as it 
should have been, but the errors which might arise from the 
**nprcssion that the bulbous and ante-bulbous portions are of 
**»« same size are perhaps not so great as Prof. Sands inti- 
***atcs, or as I myself would have premised, before making my 
• ■ On Gl«l «nd ils Kelalions to U iclhcal Sliictuie, American Clinical Lec- 
**««." P- aSJ. by F. N. Olii, M. D. 



190 DISCUSSION CONTINUED. 

recent urethral measurements of one hundred cases of sup- 
posed normal urethrae. 

In these, the measured difference between the bulbous 
urethra and the part anterior to it was — 
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no diflference. 



The average difference in the one hundred cases was 
2 ihy inillimetres, and the calibre of the ante-bulbous portion 
averaged 32.95. 

In my previous report of one hundred cases, in a paper 
read before the State Medical Society in February, 1875, and 
which were examined with the view to detecting Stricture, 
and not to ascertain the normal calibre, the average calibre 
was 31^. The difference of about two millimetres in the av- 
erage of the first and second hundred cases may, I think, be 
accounted for by the more rigid, thorough, and methodical 
carrying out of the plan of measurement in the more recent 
examinations. In this connection, as opposed to the tradi- 
tional idea, it will be interesting to quote the opinion of that 
eminent English surgeon, the late Mr. Guthrie, who says : 

" This bulbous portion of the urethra is said to be larger 
than the anterior part, but I do not believe that it is, although 
it may appear so'* 

Perfect security against mistaking a normal narrowing for 
Stricture may always be had, by examining /r^w before back- 
ward. If the canal anterior to the contraction is of distinctly 
larger calibre, this localized contraction must be accepted as 
a Stricture. I recognize the elements of doubt, as to the 
cause and nature of localized urethral contractions, in some 
cases, especially as post-inortem examinations often do not 

♦ I millimetre equals ^ of an inch. 



DR. OTIS S REPLY. I9I 

show any lesion of the mucous membrane over a point where 
Stricture has been recognized during life. Various conditions, 
resulting from persistent irritation of mucous membrane, may 
obtain, which are capable of causing changes — possibly atro- 
phy, with contraction of the trabecular structure of the corpus 
spongiosum, or obliteration of its meshes, and which might 
escape the observation of those who were looking only for 
cicatricial deposits. One thing is certain, that the subject has 
not yet received, from our microscopical experts, the attention 
its importance demands. The practical fact, however, re- 
mains, that whatever permanently constricts a localized por- 
tion of any urethra is practically a Stricture, and capable of 
causing the effects of Stricture, and is also amenable to the 
same method of treatment. 

The value of the examinations of one hundred cases,* re- 
peatedly referred to during the course of this paper, will be 
better appreciated by a knowledge of the circumstances 
under which they were made. The subjects of examination 
were, some in my own wards in Charity Hospital, others, 
through the courtesy of my colleagues, Drs. Keycs, Howe, 
Piffard, and Frankel, were selected from their wards. Quite 
a large proportion, fully one-half, were patients in Bcllcvue 
Hospital, kindly placed at my disposal by my friends Profs. 
Sands. Stephen Smith, and Dr. Erskine Mason. 

The examinations were conducted by me, in the presence 
and w ith the assistance, on different occasions, of Drs. Stephen 
Smith. George A. Peters, F. J. Bumstead, H. G. Piffard. L. 
Bolton Bangs. W. T. Bull, and various members of the house- 
staff of Charity and Bellevue Hospitals. In the accom- 
panying tables the names of the gentlemen, as far as possi- 
ble, are associated with the cases examined or reviewed by 
them. In three of the cases, a reexamination was made after 
death ; two cases, in the presence and with the assistance of 
Dr. Stephen Smith, Dr. A. Jacobi. and Dr. L,BoIton Bangs ; 
and the third in the presence and with the assistance of Dr. 
Freeman J. Bumstead, Dr. George A. Peters, and Dr. Bolton 
• Tlblej at page Joo, 
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Bangs. In the first two the reexamination was found to 
accord completely with that made during life ; in the third, the 
distensibility of the bulbous urethra was increased four milli- 
metres ; but the measurements in the anterior portion of the 
canal and size of the meatus remained the same. The meas- 
urement of the flaccid penis, in each case, was less by one- 
quarter of an inch than during life ; but as, in the former, the 
measurement was made after the removal of the integument, 
it so far shows that the measurement of the flaccid penis 
during life does not differ greatly from a post-mortem meas- 
urement. 

The results of examination were carefully noted by my 
friend and associate Dr. L. Bolton Bangs, whose sole oflSce it 
was to record them. The tabulation, which is appended, was 
also made by him, solely, and has been subjected to no re- 
vision by any other person. 

In regard to the case of fourteen Strictures (reported by 
me to one of our medical societies, and subsequently pub- 
lished in the New York Medical Journaf of April, 1874) 
referred to by Prof. Sands, I desire to protest against this 
grave accident to my patient being brought forward to dis- 
credit the results of my method of examining the urethra, 
especially so, as this warrants the inference that I am in the 
habit of discovering and operating upon Strictures that do 
not exist. I am aware of the claim of Sir Henry Thompson, 
that rarely more than three or four Strictures occur in a 
single urethra. Pursuing the same general mode of examina- 
tion, it is not difficult to appreciate the incredulity of Prof. 
Sands in regard to the existence of fourteen Strictures in a 
single urethra. If a man thrust his hand into a fire, there 
will be no dispute but that he may have, resulting, as many 
scars as he has received burns. In the same way there can 
be no limit to the number of urethral scars, which become 
Strictures, excfpt by limiting the degree and continuance of 
the gonorrhoeal, or other fire, which has inflicted the primary 
injury. 

This drawing, which was presented, in company with the 
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living subject, before the New York Medical Journal Asso- 
ciation early in 1874, is a fairly correct diagram of the num- 
ber, size, and locality of the fourteen Strictures. They were 
made out by me. on several occasions, before the operation, 
and at the time of the operation these measurements were re- 
hearsed and confirmed, under sther, by Dr. George A. Peters 
and Dr. Deforest Woodruff", who .issisted me during the 
operation. The Strictures were found, in a penis of three 
inches, to vary from twenty-two millimetres to one-third of a 
millimetre, and extended to 6^ inches, beyond which the 
urethra was practically impermeable. The perineal section 
Kas performed for the posterior Strictures, and dilating 
urethrotomy for those anterior. The Strictures were, with 
the exception of three bands deep in the perineal urethra, 
made out with the bulbous sounds; the latter were rccog- 
niied in the passage of the Maisonneuve blade, by me, and 
distinctly appreciated by Drs. Peters and Woodruff".* 

I was more than gratified to learn, from so able a surgeon 
«Prof. Sands; from one who So thoroughly enjoys the con- 
fidence of the medical profession and of this community and 
country, that he thought sp well of the operation of internal 
nrethrotomy. "Some of the most gratifying results in modern 
surgical practice," says Prof. Sands, "have been achieved by 
this method. But," he continues, " I believe it applicable 
chiefly to the treatment of close Strictures, and as an auxiU 
iaryto dilatation." I could have wished that he had accorded 
lo this operation of internal urethrotomy, so highly com- 
mended, a broader scope. Prof. Sands announces himself as 
"a firm believer in gradual dilatation." For my own part, I 
can only consider gradual dilatation of Stricture, (except so 
^ as it may be necessary to prepare the way for urethro- 
tomy,) in the light of a temporary expedient, and would use 
it. only as 1 would temporize with a vesical calculus, with 
demulcents and sedatives, when the condition of the patient 
*MSuch as to forbid the use of the scalpel or the lilholritc. 

Stt diagniii showine locality of ibe fuutteen Sliiclurci in the cue of W. 
C H, p*go 63. 

13 
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I fully recognize the responsibility of so pronounced an 
opinion on this important matter, and I trust that, during the 
discussion which is to follow, some sound reasons will be 
adduced to show why urethrotomy should be confined to 
grave and close Strictures ; why a resilient urethral obstruc- 
tion should be made the subject of oft-repeated stretchings — 
never without risk, and perhaps for a life time — instead of the 
prompt, rational, and what appears to me the more surgical, 
treatment by division. Is it his fault, or that of his surgeon, 
that the subject of a gleet is so often made to pay a weary- 
ing tribute to one member of our profession after another, 
until at last he drops into the clutches of that class which Sir 
Henry Thompson so graphically describes as hanging on the 
outskirts of our honorable profession : who will extort his 
last dollar in exchange for a placebo. I believe it can be 
proved, that every gleet is the result of Stricture, and that it 
is a true and safe economy to search it out in its inception — 
to divide it, and thus promptly restore the urethral calibre to 
its integrity, and before the damage it may occasion has im- 
plicated tissues and organs to an extent which may imperil 
life. Every Stricture is a mortgage bearing compound in- 
terest, and the wise man will promptly pay it off. • Every 
gleet is a call for payment. You may for the time, with 
syringe and bougie, drive off this implacable, persistent dun, 
but he will return, in one guise or another, until the debt is 
paid, or the property is forfeit." 

Disaission following Dr. Otis' s reply to Prof Sands : * 

Dr. Weir proceeded to discuss the question under two 
heads : 

1. What is the size of the normal urethra? 

2. What are its normal contractions ? 

His conclusions were : 

I. That the spongy portion of the urethra is the smaller 
and least distensible. 

♦ As reported in the N. Y. Medical Record of March 6th, 1876. 
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2 That a healthy urethra can be distended in its spongy 
portion to admit 32 to 33 mm., French scale. 

3. Normal contractions frequently exist as small as 29 mm. 
in the spongy portion. 

4. The normal sizeof the meatus varies from 18 to 2S mm. 

5. That the urethra! canal is narrowed at the meatus, 
dilated in the glans. slightly narrowed at the termination of 
the fossa navicularis, and then is nearly uniform in size 
through the spongy portion, again enlarges at the bulb, etc. 

Dr. Weir; in the course of his remarks, referred to cases in 
which there were evidences of Stricture during life, but no evi- 
dences were found by microscopi<;al examination after death. 

Dr. Bumstead remarked that there were many questions 
in connection with the subject under discussion upon which 
he wished to have further light and more experience before 
venturing an opinion upon particular points. The truth in 
the case has probably not yet been found. But with reference 
to gleet and organic Stricture the doctor expressed a doubt 
whether the former invariably depend upon tlie latter. He 
VAS not able to see any reason why we should not look for 
Causes of a gleety discharge in a granular condition of the 
mucous membrane, hyperemia at certain points, such as are 
seen in chronic conjunctivitis or inflammation of other mu- 
cous membranes. 

With reference to the use of the urcthra-metre. Dr. Bum- 
stead regarded the feeling of fulness alluded to as a somewhat 
uncertain index, for it depends very much upon the sensibility 
of the patient and also very much upon the care exercised by 
Ihe surgeon. Dr. Bumstead agreed with Dr. Otis, and ac- 
cepted the measurement of the central portion of the spongy 
portion, it being the least distensible, as the fairest index of the 
iize of the urethra. How far that measurement corresponds 
to the si«e of the penis, he was not prepared to say, although 
from the limited number of examinations he had made, they 
had so far corresponded that he was willing to accept the 
statements made by Dr. Otis on this point. 

With regard to the size of the meatus. Dr. Bumstead dif- 
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fered with Dr. Sands, who regards it a rough test to the cali- 
bre of the urethra, and considers the freaks of nature in this 
direction, quite as constant as with regard to the length of 
the penis. We should never be tempted to take the size of 
the meatus as the index of the calibre of the urethral canal. 
He was of the opinion that, as a general rule, the meatus is 
smaller than the calibre of the urethral canal itself, and does 
not hesitate to divide it, either for purposes of dilatation or 
for the purpose of passing instruments other than dilators. 

With regard to internal urethrotomy for the cure of urethral 
Stricture, as compared with dilatation, his experience had 
differed from that of Dr. Sands, and he did not regard dilata- 
tion as the best means to be employed. It is well known 
how unsuccessful the treatment by dilatation has been, for 
Strictures subjected to dilatation have recurred time and time 
again, and that was the rule and not the exception. He had 
obtained much better results by internal urethrotomy, than 
by dilatation or by rupture. Some years ago Dr. Bumstead 
was in the habit of treating urethral Strictures by the use of 
Holt's divulsor, but latterly he has discarded this method of 
treatment almost entirely. For the treatment of Stricture in 
the anterior portion of the urethra, internal urethrotomy is 
rarely productive of harm, and has a great superiority over 
ordinary dilatation. He had also found that internal ure- 
throtomy, when carried to a considerable extent has, in his 
hands, been productive of better results than when carried to 
a lower degree. Reference was made to several cases which 
had been cut so as to receive 26 French scale, and in the 
course of six months had so contracted as only to admit 14 or 
15 of the same scale. These cases, cut a second time up to 
the same point, contracted a second time, and so on ; so that 
during the last two or three years it has been his custom to 
cut up to 35 and 40 French, and the tendency to contraction 
has been much less than before. The same may be said with 
regard to the habitual use of very large sounds. 

With reference to the statement made by Dr. Sands that 
instruments larger than 25 mm. were rarely necessary for pur- 
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poses of treatment or diagnosis, he did not believe it could be 
arried out in practice. He was of the opinion that sounds 
larjcr than 25 mm. were constantly required in practice, and 
htshould not feel satisfied if he restricted himself to that size. 
With regard to slitting up the meatus, he was of the be- 
lief that it was done altogether too much, as well as cutting 
the urethra elsewhere, especially by the ine.xperienced. But 
fie had seen no ill results from slitting the meatus, and did 
not hesitate to resort to the operation if necessary to effect 
the passage of an instrument. " I will say." adds Dr. Bum- 
stead, "as I commenced, that the truth with regard to this 
matter under discussion is yet to be arrived at. The subject 
requires further investigation before we express a full and 
<iecidcd opinion as to exactly how far dilatation of the ure- 
tiiral canal should be carried." 

Dr. George A. Peters, commenting upon the cases in 
^^'hich he had assisted Dr. Otis in making the measurements, 
■"^imarked that he was surprised at the uniform correspondence 
t»<tween the actual measurement of the urethra and that 
<^alied for by the circumferential measurement of the penis, 
^lie variation not being more than j or 2 mm. When using 
^lie urethra-metre he does not depend upon the sensations of 
^lie patient with reference to the distance to which the blades 
^ian be separated, but trusts to his own sense, and gives them 
ifficicnt separation, so that the instrument is barely grasped 
the urethra without distending it unduly. At the meatus 
instrument must be reduced in size two or more millime- 
'cs before it can make its exit, if it has moderately distended 
<hc canal before reaching that point. 

With reference to slitting the meatus urinarius, he has 
had no trouble or fear in resorting to the operation, and has 
found it very essential for the purpose of pcrfectingthe treat- 
ment of Stricture, and sometimes for the absolute diagnosis. 

He has failed sometimes in affording any relief when the 
meatus has been slit for the cure of what was supposed to be 
reflex trouble, but has never seen any actual harm arise from 
the procedure. 
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With reference to the use of instruments, the doctor re- 
marked that he had carried them up to 35, sometimes 40, and 
was confident that he had obtained more permanent benefit 
than when they were carried only sto 25 or lower. 

With reference to the question of internal urethrotomy he 
agreed with Dr. Bumstead in the statement that it was to be 
relied upon for the treatment of Stricture of the urethra rather 
than dilatation or rupture. 

Dr. Keyes remarked that the fact that the urethra can be 
dbtended to ver>' great dimensions has been known for a 
long time, but that this fact has any practical importance has 
not been shown. 

So also the urethra will permit of extensive cuttings ; 
but these, together with excessive dilatations, have fallen into 
disuse, thus showing that the profession has declared itself 
against extreme measures in these directions. 

That the rectum can be dilated sufficiently to admit a 
man's hand, and the female urethra so dilated as to readily 
admit the index finger, does not necessarily make it the most 
judicious method of obtaining admission through these open- 
ings. Why any difference should be made respecting the 
male urethra he was not able to understand. That the 
measurements var>' ver>' greatly has been shown by the figures 
of every observer, and these variations which have been found 
in the calibre of the urethra, are enough to disprove the value 
of any instrument for its measurement beyond certain rea- 
sonably high limits. If anybody could establish the absolute 
calibre of this canal it would be valuable, but it seems diflScult 
to obtain such a standard. 

In the treatment of gleet by dilatation the doctor recom- 
mended that instruments below rather than above 30 mm. in 
circumference should be used, and stopped when the symp- 
toms disappear. Dr. Keyes remarked that he had not used a 
sound for this purpose above the size of 36, and that size was 
used only once, and in a patient who had an exceptionally 
large urethra and penis. The symptoms of gleet cease 
almost always after the use of instruments below 30. In the 
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anterior portion of the urethra internal urethrotomy is better 
than dilatation in the treatment of Stricture. In the deeper 
portions of the urethra Stricture does not yield to internal 
urethrotomy so readily. 

Traumatic linear Strictures are best treated by external 
section. And so it is : no fixed rules can be given with refer- 
ence to the treatment of Stricture, but every case must be 
studied by itself. To establish measurements, therefore, 
upon fixed standards which shall decide delicate questions 
**ith reference to operative interference or general treatment 
arc apt to do more harm than good. 

The discussion closed with the remarks of Dr. Keyes.* 
Following are the tabulated measurements of 100 sup- 
posed normal urethrze referred to during the previous dis- 
cvission. 

• Dr. Key» was iiswicinted wiih Prof. \Vm, H. Van Buren in Ihe prcpaiation 
^f iheir valuable work on Genito-Urinary Disea^ws with Syphilis, piiliti^cd by 
-^ppleioo & Co., 1874, but lilile more than a year previotis lo this discuMion. By 
*'«Jerencc to page 38 of that work (anil to paee 83, of tWn) it will be seen that 
^e»K.Vtn Ituren and Keyei siaieemphaiically thai " a fair avenee well rorm«d 
^Rlfata measure* about ihree-cighlht of an inch in diameter (1. *. 30nuii. circum- 

Thii eitimate, (much greater iban 'any before pub1i<ihed. except by myself) 
'^u bCKil either upon the published results of my observalioni or upon meaiure- 
*aeol*wilh ihe impcrfecl mcani in use before my invention of the Urethra-melrc. 
Xl varied only i^ mm. in circumference (less tliaa ^ diameter) from the 
*TslIli of my actual measurements made with the niosi perfect mechanical occu- 
»aey.u[>ublishedin March 1875, and quotedon page 17S and on page 73,1874. 
Why ihe use of inslrunientt, in the treatment of glcel by dilatation, fc/aiu, 30 mm. 
tprevioutly claimed by him to lie the average siie of the well foitned urethra) 
ahould be recommended was not explained. 

The saegeiled rtducHfod abturdum (in Dr. K.'s opening remarks), by com- 
ytihuM ofiimple measuremenlsor the male urethra with introduction of the hand 
istp tbe rectum, or the linger into the female bladder, lost ill point whrn it was 
eaaudet«d thai mechanical fneasurements, wilboul force, and with mathematical 
■ecnncj of results, atone had been claimed — with which procedure Ihe forcible 
npnicof tlie tphincletani or iphincler vesica-, referred lo.had nothing in com- 
nwB. A painiUking expeiience with a good urelhra-metre, say in 40 or 50 cases. 
wQl not USi ta convince any surgeon of ihe absolute accuracy of the lesullt 
daimol for this InsitumenI, In comparison wiih these results it will also be (ccn 
Ikal aU dednciioni from previout estimates and mcasuremenis, by other methods, 
wbcdij nnieliablc. 




NORMAL URETHRAL CAUBRE. 





UEASDREMBSTS OF THE NORMAL MALB DRETHRA IN .» CASES. 




■s 

S 


h 

■ss 


1. 
1: 


1 

E5 


^ 


■ a 


j 

1 






Z 


II 
|3 


II 






2S 


No GoDor- 
rhiEa. 

Ma-slurba- 






5 


3»= 


34 


At BuH<= 34 
At 4= 33 
hroin4 I_a8 
to Meatus ) " 
Meat 11!.= as 


no 
3 




2b 


No Gon. 
.MiMurba- 


Long Pre- 






3!= 


36 


At Ualb= 3S 
Al4= 34 
Froj3i J_3S 
to Mealui f " 
Mcatas= aj 


i 




17 


Denied 
Meslutba- 


Long Pre- 


do. 


Ukcn 


3t= 


34 

34 
W 

31 
32 

34 


Al Balli= 30 
At 3l= 27 
-\fal Strict, by as 

Mealus= iS 






an 


No Uoii. 

kk'kcd by 
lone years 




do. 


do. 


Ac Balb= 34 
.\C 3= 33 
from 3 I _ 34 
Meatus f - 
Meatus^ 94 


1 






No Gon. (?) 

Maslurba- 


tJreihra 
very sensi- 
tive. Urin- 
ite( every 2 
h. Dribble- 


d<,. 


do. 


31= 


\t Bulb= 34 
From 31 { _ 39 
to Meatus [ " 
Meatus = 35 


310 




23 


NoGon.l?, 
Masturha- 


Urinalea al 
night » to 3 
times. Sub. 
ject of epi- 
lepsy. 
Dribbles. 


do. 


do. 


31= 


\l Biilb= 34 
VI 4= 33 
From 4 ) _ 33 

XlilSirici.bvao 

From 31 (^ 
Meatus \ - S5 


Pui 




»7 


No Con. 
Misturbn- 
tion liU iS 


Suhjecl of 
bemiplegia. 
Dribbles. 


do. 


51 


3i= 


Fron. si ) __ 32 
Me.tu.= 35 


, 






No Gon. 

No Ma^lur 

balion. 


Hvdrocelo 
Icfl siile. 
Semi, em i-- 
.ions. No 
dribbling. 


do. 




31= 


Al Bulb= 3a 
To 3= 30 
\ta Sirict. byas 
Me«tus= 33 -1- 






SO 


No Gon. 
Ma>lurba- 


No drib- 
bling. Oe- 


larseJ, 


Si 


31= 


M Bulb = 

F^'nll l_ 

Mealusf 
Meatus = 


35 
33 

33 

33 


a 



NORMAL URETHRAL CALIBRE. 201 

UEASURBMBNTS OP THE NORMAL MALE URETHRA IN las CASES. 





1 

< 


■< 


1 


I 


I = , 
^^1 

1 


1 


1 

51 


*"L°«;hS"eUe*'"' 




> 

1 


II 








39 


NoUon. 

No martur- 

batlon. 


every a hrs. 
and Iwice 
at night. 


'amineii. 


Si 


Ji= 


36 

34 

3^ 
34 

32 

30 


A, a^i,= 361- 

r.v„ih34i 

lleaiiis=aii 






-to 


• No Gon. 

No mastur- 
baliOQ. 


Very loug 
prepuce. 


do. 


5 


3i= 


Al Bidl.= 36i 
■"t 3i= 35 
Fro,,, 3i .0 ==35 
at 3 in. 34 det. banc 

to"'Meatusf = 35 
Mcaius=25 






74 
39 


NoGon. 


Cy«iti«. 


enlarged. 


5 


Jt= 


Al Bulb= 36 
At3l=34for I inch 

roTe:L[=33 

Me..u,= ,; 

At Bulb= 3Sl 

Al 3i= 35V 

ro™Me^Lh^=* 
Vlen.ns= asi 




13 


Occaiional 

«eml. emis- 


imined. 


5» 


3!= 


3 


" 


40 
41 


No Con. 

No maslur- 

balLon. 




not en- 
larged, 
small 
and soft. 


4k 


31= 


At Bulb=36 

Meatus f =34 
VIea,n.=33 


I to 
3 


IS 


• No Gon. 

No mulur- 

bation. 


nighl and 
often dur- 
ing day, 

v=rysen. 




5 


3!= 


At Bulb^ 35 
V3i= 34 
hrom3llo2=34 
Jl 2= 30 Siriclure. 
Kr<.m2lol= 34 
At j- 28 
M.a.u*= 30 


w 

't 
r?5 


lb 


SO 


Nd niaslur- 
balion. 


Urinates 
"night" 


2 inches 
ial. mca- 

menl. 


S 


31= 
1^ 


At Bulb= 34 
to 2 inches= 34 
From 2 ( ,, 
Lo Meatus f " 33 
.Mea,ns= ,5 


4 


I? 


50 


Maslarba- 
lion. 




largcd. 


3[ 


Al Bulbs 31 

From alto 1 = 28 
at 1= a? Striciurc, 
From 1 i _ ,„ 
10 Meatus ) - ^^ 
us=l5 





202 NORMAL URETHRAL CALIBRE, 

MEASUREMENTS OF THE NORMAL MALE ORETHRA IN los C 





i 
■3 


It 


11 

il 


1 

n 


1 


Si 

11 




UiethFUDdtre. 




1 

J 






i 




IH 


3(1 
49 


No Gon. 
No mnstur 


1 at niilht. 


Not es. 

maincd. 




31 = 


34 

36 
*9 

37 

37 
37 
33 

32 


FroinziVj^ 
Ftum i ( 


<> 

5 
7 
7 

3 


6 


19 


No Gon. 


UrinaleB 
3 at nigbt 


Small. 
Not ove 

Iilernl. 


5t 


)|= 


AtBiilbio3j = 
Mcsim 


T 

3 M 

5 




No Gon. 


3 to 4 timet 
M night. 
Coneenl. 
rhymosis. 


Large. 
La.eml 


4l 


»I = 


At Bulb 10 11=31 






i" 


No Gon. 








3i= 


At Jitilh ) _,, 

K™», 3 ,0 11=36 
F;„m.t,o!=3» 
Meatiu =a9 


9 




b9 
37 


No Con. 


Urinates 
110 3 limes 
Bt night. 


Lateral 
inches. 


5i 


JJ= 


AlB.lb»3 =39 


1 
10 


33 


No Gin. 


Uriniles 


Lateral 




Jl= 


At Bulb 10 31=41 
limit,. =331 


tc 


34 


No Gon. 

No msslur- 

batlon. 


do. 






3( = 


\t«^Ib(o3 =33 
Meatus =id1 




as 


^5 


No Gon. 

Mnsiurba- 

lioo. 


Urinai« 4 
«liS'^ 


Lateral 
Il inch. 




31= 


\lBulbl0 2i=3I 


^3 




NORMAL URETHRAL CALIBRE. SOj 

UEASUREMEN'TS OF THE NORMAL MALE URETHRA IN les CASKS. 





, 


*., 


i 


% 

s 


1 

p 


■si 


UiBthr«iiieltt, 


' 




M i 


II a 

II il 

si III 








deilv. 




5i 


Ji= 


3a 
34 

30 
3^ 
34 
34 

3! 


Mealus =13 


J4 


t- 


M NoGtm. 


imc. daily 
loi at nigh 

Tmtibl-. 






3t = 


AlBuibIo3j=3M 
A; 3t =34 
MMtM =ai 


15 




\o ffl»lur 
bdlion. 






41 


3 = 


M B..Tbioii = iJ 
Frotniiloi=30 
Meatus =33 

r,T,i'..[ =3. 

Mcnlus =i5 


16 


^Sij 


Vo RIUlUI 

balion. 


■ "blinB!' ■ 


Z^^'. 


6 


3i= 


17 




No niAMor 

balion. 


o 3 lime- 
al nighl. 


'Cg^± 


6 


3i= 


IS 


J- 34 

4 


NoGon. 
balUin. 


o a limtt 
It night : 6 
imc. daily. 


doiftfc'}. 


si 


3i= 


\t Bulb lo 11-38 

M«.u* =JS 

At Bulb =34l 
•^irkiure at 4t 

McBtui =a6 


'9 


i 


Nu Gon. 
MulutU- 
lion rr.n. 

"Jl"" 






5 


3l = 


3 to 

•i 


1 


Ho Gon. 

cionJroro 
9 Id u. 


tiichi. 
Some drill. 

blirc. 


Ut=t»l 

'm*h«. 


S 


3J= 


Alliulbtos =33i 
Mealus =30l 


ao 


3< 
1 


No Gon. 
Manilla. 

8 11 11 


Uimaiw 
ni"ht. 


L.icr.1 
Tnchcs. 


u 


3t = 


Mcalos =t[) 


at 



204 XOR3t-AL CRETHRAL CAUBRE. 

MEASCREMexTS OF THE NOIUIAL X.*LE CRETHIL\ IX i 



No dnt>- 



-NoGon. 



No Goo. 



t night ; 4 



At BbOiM 
Atii 



t roni 3i \ _ 



JO. 31 I 

Kont 



BuIhioJi^ 
From ii ) 
lo M«.u» \ - 
Mealas = 



Bulb to 2i= 



At Bulb to 3)= 35 + 



3t -hAl Ilulb I 
i 



NORMAL URETHRAL CALIBRE. 

MKASURBMENTS OF THE NORMAI. MALB URETHRA I 



205 

CASES. 





% 

1 


1 


i 


1 


% 
•III 


1 

,5 
S 

1 


is 

1 


"™",hz"««'""' 




i 

s 
1 


-■1 


n 




43 


41 


No Gon. 






!l 


31 + 


u 

33 
3^ 

30 

5a 
5= 


,V°KL( = 

Meatus 


7i 
3 

'^ 

6 


33 










Si- 


31- 


At I3ulbt03 = 


If? 

■ =« 


<5 


36 


No Gon. 






s» 


3i = 


11 Mb 10 31 = 34 


30 


4<. 


■!<■ 


No Uon. 






5 


31= 


At Bulb 103 =36 


31 


47 


46 
J9 
34 








Si 


31 = 


U Bulb 10 3 =33 
M..,u. =331 


3a 

3 to 


4S 


No Gon. 






Si 


31 = 


Alliulbios =361 
Meatus =3? 




49 


No Gon. 






5) 


31= 


AtIJulbto3i=37 
Fr.n,3lio3 =34 
\l 3=30 Slriciare. 
From 3 10 3=34 
\t a=30 Stricture. 
M«tus =r8 


34 


SO 


41 


No Uon, 






41 


3l = 


\iB„lbto3i=33 
Meatus =a7 


35 

3 10 

5 



^B 206 


NORMAL URETHRAL CALIBRE. ^^| 


^B MEASLTREMENTS OF THB NORM 


AL MALE URETHRA IN i« CASES. ^^| 




















■ 


J 


V 

ii 


J 




|j 


Ii 




I 

" 


■5 


|t 


*l 


'SS 


H 




5 


F 


1 




ji 






II 






Nu Go., 






si- 


Ii 
























roX.^.(=3si 


36 


^H 


21 












i& 


M«.u> ^=,7 




No Gon. 






ft 


ii= 


\tBulhlo3 =38^ 




















ToXm* ( =3^ 


«^H 


















MeWU* =a7i 


^M 


^H 


4u 


No Gon. 






si 


31 + 


34 


^^At Bulb i ^^^ 
Fi^m 3 t _„ 




















Mralus =31 




^H 


JO 


No Guii. 






si 


31= 


34 


At Bulb 103 =37 
Menus =J7 


311^^1 


^^m 


30 


NoGvn. 








31 = 


31 


AlBulh(o3 =33 
From 3 I _ 
to M«iU5( -3' 
Meatus = 18 


39^^l 


^M 


32 


No Uon. 

>Jo mnslur- 

batian. 


UrUa.«s 
Iwice at 
night. Ure- 
thra veiy 




5t 


31 = 


33 


AlBiillHo3l=34 

10 Meatus) -■'■• 
Meatus =a6 


■ D5 




















!.«? 


^H 


30 


No Gon. 


Urinaies 
■rvcTT 3 hrs 




Si 


3l= 


32 


AtBulbloal=34 






































M™.n* =3a 


^H 








=t nigh. 








34 






H 


bq 


No Con. 




I..--,.r«l 


41 


11= 


AtBu!blo3i=34 


^~^^^H 










ment il 








F^"3l 1=33 
10 Meatus f -" 


dH 














iT= 


3^ 


Meatus =3a 


■,-■ 


^H 


V> 


No Gon. 


Frequent 




si 


U Bulb =36 


f 


















(■"rom hulb 1 . 
,0 Meatus y =3^ 


1 




1 










■ 


■ 


Meatus r=3o+ 



^^^^*^ NORMAL URETHRAL CALIBRE. 20/ ^H 


^H HEASLREMENTSOF THE NORM.^L MALE URETHRA IN loo CASES. ^^| 


















Ij 




'^=i 


Sjj 


" 


UicDitamcue. 1 ^^^H 




1 
1 

i 




i 




1 


1 


is :, 

1 JJ 


f. 

3J 


1 






Ur.n.... 




5i 


3J^ 


33 


.■\lUult,lo3i = 34 


H 








I lo 3 limes 










r;M.a.} =3, 


^1 








M night. 










^1 
















33 


Meatus =S0 


if ■ 




JS 


Notion. 


Uri.M.s 




Ei 


JR 


Am.abloal=33 








Slasiurba. 












At ai =3o 










al niyhl. 










!■*'""' 'i I _„ 




















LO Meatus \ ^33 


H 






oU iJb 












McalL.. =35 
























6i 




Mx'turba- 
lion iiom 
1 8 to pres 


Ureihra 
very sensi- 




~ir 


~3 = 


3^ 


Al Bulb 103 =33 
Al 3 =13 

»XL.i =3° 

.\le.ilus =s3 


• 1 


^ 


tJs 


SolioD. 






4l 


iF 


ifi 


.At Hulblo 31^381 
Al i\ =34 

^T 3i f -35 
10 Meatus f -3= 
.Mealua =25 


J!} 


5 


4& 


No Gob. 


Occmional 




5i 


tF= 


U Bulb to 3 =4Si 










dribbling 










from 3 t - 




















oM„Lus^ =39 


48 




























rrequency 














i^ 


a 




of urin'tior 














No t;i>ii. 






5 


"i^ 


32 


AlUulbto3 =3sl 








Mo itiBstur 












Frora 3 ! 




m. 




bilion. 












oMeilu,} -34- 
Mealui =10 


49 


t 




NoGon. 






5i- 


1= 


Jt 


Al Bulb to 3 =37 
From 3in- ( _,. 
WeaLust -34 
Mealus =3g 


so 


^ti 


>T 


No Uon. 






s 


1^ 


33 


\l lluH> ) _„ 








Matlurba- 










3 in- } -35 








liiin [rom 












Prom3loai=l9t 








lo yr*. olJ 












Frc-m ai =31 








lo prcMiii 












Mealus =39+ 








lime (My» 














I to 


L 


h 


twice «*'k) 


k 










3 



2o8 NORMAL URETHRAL CALIBRE. 

MEASUREMENTS OF TH£ NORMAL MALE URETHRA IN too CASES. 



















M»^urem< 








1 


II 


k 


1 


III 


J 


a 






s 
















1 


11= 


1 
■J 


a 

3i 


li 








bt) 


S3 


No Gon. 


Urinalw 
2 lo3lime^ 
at night 




41 


Ji = 


32 


A< Bulb to 
b-rom 3 to 
At Il=dis 
Meatus 


=33i 
1 = 32 

ct bana 
= 25 


51 


6q 


4g 


NoUon. 






!J 


3i= 


36 


Al Bulblo 


i-40 


Sa 




















=29 




TO 


36 


No Con. 

lion every 
liay for j or 






5- 


3 = 


30 


At Bulb lo 
!■ rom 3 
to Mcalus 
Meatus 


=34 
=29 


53 






6 years. 
















3 10 


71 


43 


No Gon. 






4 


V 


30 


Al Dulh to 
Point of nrr 


1=32 = 


° 1 

S-5 






































to Mealui 




;^i- 




































3- 








ft? 


7' 


41 


No Goii. 


Urinales 
night. 




5 


3i = 


32 


At Bulb to 
I'oini of an- 
From aj 


1=36= 
=34 


W3 

i 














^ 


T4 






71 


an 


No Gon. 






4! 


1) = 


\l Bulb to 


l=isi 




















= Point of 






















^rsvs,, 


=34 


55 


























4* 












10 






S 


74 


No Gon. 


feniE lirm. 




4 


1 = 


A.DnlbK, 


1=36= 




















Point of ar 


















? 




':'s,%. 


= 33 


S6 
















14 




=24 




7S 


No Gon. 


Penis fimi- 




f| 


H = 


\l Bulb to 3 








































3 




From 3 1 
Meatus 


=3-1+ 


S7 




















=2B| 



















































^ NORMAL URETHRAL CALIBRE. 209 "^H 
HE.^SUREMENTS OF THE NORMAL MALE URETHRA IN .«. CASES. ^| 


c 

t 


1 


is 

II 


j 

S 

1 


l|f 


1 


1= 


Jl ^ 
1= III 


1 


1 

ft 


(Deniwi). 






5i 


3J = 
1 


3: 
32 

35 

31 


-u i(»ii. 1031=35+ 
= PoinlofflrresL 

At I inch = 34band 

Meatus -15 + 


J 


an No Con. 






!| 


1 


\>B»!bto3i=3(>i 
= Point ii/arreil. 

Meatus =34 

AlBu!bto3i = 35= 
I'nint of arresl. 
Al3i =31 

Meatus =3» 


1 


■ Ku (Jon. 






4J 


3 


• No Uon. 
See No. qa 


Erection 

iMtoduCti'n 
of Ureilira- 

Tenis 

I1,1CC<(1. 


E,«l.= 


..Li. 

Erect. 

S 


=3! 
3i^ 


Al Bulb 1 
oaiuche. =37 

rrom bull, 
roni bulb , 
u Mcalus =3^ 

Meatus =17! 


f 1 


. NoGon. 
M»lurl». 


Has had 

nop for > 
»cc. or two. 
Dribbles 
afler urin- 




\lBulbl03 =35 = 
•<.intofa.ie»t. 
A13 =JO 

Meatus ) ~^' 
Meatui =3s| 


8 

6a 

3W 

5 


q KoUon, 

lin» for 3 
M 4 jrear*. 






£l 


3l = 


Aillu1bio3]=4a = 

From 3( I _ , 
Meatus f -35* 
M«tu. =j. 


~S NoGon. 

L 






Si 


4t = 


+ At Bulb) ,„ 

o3i i=^'> 

Fr<.i3lto'2=33 
\t a =36 
At I =33 
Meatus =aa 


1 




,_ 




« 



aiO NORMAL URETHRAL CALIBRE. 

MEASURBMBNTS OF THE NORMAL HALB DRBTHRA IN i< 





i 


!^ 


1 


1 


K=S 


1 
1 


1 


UtiUiramelre. 


i 

■5 

i 


111 


11 

1 ii 


II 

<3 


S3 


!7 


No U>r>. 
Muturbi- 
lian from 
10 yeara 
old 10 34- 


bling. 




ii 


3*= 


34 

53 
3^ 

30 
34 

J3 

33 
33 


Mealus =25 + 


G4 


30 
"J 

■0 


No Uon. 

No masIUT 

bation. 






si 


3i= 


At Bulb 1 _„ 
.03 in. [-" 
Fr<™ 3 ( ^„ + 
toMealusf "''^ 
Mealu, =23 




xXoGon. 






5 


3 = 


A, Bulb. 03 =31 


86 


No Con. 

Maslurbo- 

years. 






s- 




Ai Bulb 10 3^ = 33 
Frr™ 3l j 

Meatus =19! 


S7 


NoGon. 

Vo mn,lnr 

buion. 




^ 


4t 


3 = 
3i= 


AlBulb!osi=36 


US 








Si 


Mcalus =SS 


«9 


No Gon, 






s 


31 = 


Al bulb to 3 =34 

f«Xa^u4 =3» 
Meatus =24! 


90 


So 


No Uoii. 






4! 




At Bulb =35 
No arrest. 
From bulb ) 
10 Mealuj ( -3' 
Meatus =25 
-\tBulhto2i = 33 
''M„lf=3. 
\leaius =17 


9' 


38 


No Gon. 






5 


3i= 



^^^^^^^l!oRMA^?RETHRAL CALIBRE^^^^^aT^^^^H 




MEASUREMENTS OP THE NORMAL MALE URETHRA IN .o CASES. ^| 










■S3 




M«>uccme»U with 




1 




.5 


1 




\i 


h 






Srf ta 


! 
z 


? II 


J 
Ij 


i 


15 


li 

P 




^1 II 




-. 








si 


!(= 


35 
19 


At 3 m. 36 is Hrn;,i 
e4onsor3slifih 


"3 


« 


3 NaGon. 






5 


if^ 


At Bulb 103 =34 


"SJ 


^ 














From 3 10 3 =33 


4e 
















lo^M^alus f ==*' 




V 














Mealus =17 


1e 


W5 










^ 


IE 




■ff 


5 No tk-n. 


Urina,.> 5 




ii 


Ai Bulb to a =30 






o 6 limes 










Froml 1 






at nighL. 










U. Mcntus =»9 


«l 
















Meatus =tg 


95 a 












31 




3?5 


-4 .SoUon. 


Freqiienl 




~1 


3p 


AtBulbio3 =33 








seminal 










For i inch =19 
To Meatus =33 


74 






emissions. 












V'3 














MeatU4 =33] 


75 


7 Con. 5 jii. 






s 


3l^ 


31 


AtBulh.o3i=33 






»Bo- 












Meatus =a3j 




K 
























Relative p 


row 


rtior. corresponds 


1 


■' 








wilhin two Milimetres in 76 '^'^*- 


1 










,s 


alipGon. 






S 


3i = 


31 


M Bulb =33 
















rom bulb 1 „ 


















Meatus f =3' 


?5 


» 














Meatus ^36 


^3 
? 


3 f«n. J yra. 

ifiO. 






s 


"P 


31 


*,'3l:S4 =3s 


















\l 3 inches =30 


















For 1 inch =30 


















M fli =M 
















From 3i ^ 

Meitu. ( "■*' 






























MealBs =33 






l(«uutcment> in this cose conti 


med on lln/ deiid subiecl bj Prof. 1 




L 


Stepbea Smith uid Prof. A. JscobL 1 


m 





MEASUREMENTS OF THE NORMAL MALE URETHRA IN loo CASES. 




1 


It 

< 


Is 

Is 

il 


1 
s 

s 

a: 


ill, 


1 


1 






1 

i 


II 
^3 






99 


33 


No Con. 








3i = 


34 


At liuih i _„ 
to Meatus ( -3* 
Mwtu. =33 


I to 




is 
















3 


s 


N.Co.. 






3 


31 = 


34 


A,t Bulb I _„ 
"Sim. f-" 

\l 1 =30 
Meatus =34 


4f 

ymat. 








Patient t 


len admitted "kick" 


on penU 3 or 4 years pre 



In maliinElheseexaminalions it was found that in almost eveiy inMance, then 
were 2. 3 and 4 tlislincl ridges at or near the peno-sciolal angle, i, t., from one to 
two inches anterior to the j unction of the bulbous with the membranous uretbn. 
Tiicse were at a point where the mucous membrane would naturally fall into 
Iransverse foMs, In the pendent position of (he penis. The occurience of an 
ereclioD during examination, in one Instance, conlirmed this idea, inasmuch m» • 
the absence of the ridges was demonstrated wilh the urethra-metre at 36. Ij 
the subsequent examinalion of the same organ in fiacdd condition wilh the ui 
ihin-metrc again at 36, ihree bands were dbtinclly recognjied. Theae folds 
then, would form inviting recesses for the lodgment of the solid constituents of the 
nrifle during an acid or an alkaline dyscrasia. Prolonged or repeated inilatioo* 
from such cause, would naturally produce thickenings in these folds, soon inler- 
feting with iheir resiliency, so that they could no longer be obliterated 00 the 
natural distensions of the canal ; more or less obstniclion to urination necessarily 
results ; in other words, a point of iiriuiion has been established, a urethral con- 
traction commenced, which, although not perhaps sufficient to attract altetlttOUi 
perse, yet on the eslablishmeni of a gnnotrhcea. would be quite sufficient to in- 
crease the virulence of the disease, and finally to keep up the urethral dischat^ 
indefinitely. In confirmation of this view of the formation of non-specific Stricniitt 
at the penu-scrolal angle, I exhibited to the Society, upon the occasion of the 
reading of my reply to Dr. Sands's paper, a lad of nineteen years, who gave posi- 
tive assurance of never having had gonorrhrea. lie was first conscious of nrinaiy 
difficulty at the age of seven ; but beyond frequency of micturition, did not te- 
member any trouble until about three year^ since, when he began to suffer mon; 
or less pain during and after micturition, and which was referred solely to the 
body of the penis. He presented at my college clinic about a month previous. 
Examinalion resulted in the discovery of a vesical cqlculus measuring 1} inches ia 
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itslong^, and | of an inch in its short diameter. The lithotrite (No. 22 F.), in 
passing through the urethra was slightly held at about three inches, and then slid 
easily into the bladder ; the stone was readily seized and crushed. On withdrawing 
the instrument, a small quantity of the debris held between its jaws, resulted in 
a little greater distension of the urethra than in its entrance, and arriving at the 
point before mentioned, and which had been the seat of the pain on urination, it 
was sharply and firmly arrested, and quite a little force was required for the ex- 
^traction of the instrument. This Stricture (which I demonstrated with the bulbous 
sound No. 26) must be admitted, as confirmatory of the occurrence of Stricture with- 
out precedent gonorrhoea, and from the fact that he had stone in the bladder, the 
antecedent lithiasis, in connection with the folds of urethral mucous membrane 
just alluded to, affords an apparently satisfactory explanation of the method by 
which the Stricture was formed in this case, which may be accepted as typical of 
alarge class. 



CHAPTER IX. 

RETROSPECT. 

SOON after the foregoing discussion in New York, viz. on 
March i6th, 1876, Mr. Berkeley Hill, Professor of Clinical 
Surgery in University College of London (as well as a repre- 
sentative writer on Diseases of the Genito-urinary organs), de- 
voted a lecture to the consideration of my views and operations 
as they had come to be understood after the lapse of nearly 
a year from my personal enunciation and demonstration of 
them in that college. This lecture was subsequently pub- 
lished in the London Lancet, in the issue of April 8th, 1876. 
In order to show the status of urethral science in Great 
Britain at the time of my visit (pages 215, et seq.) and to 
illustrate misunderstandings of my views which may have 
obtained elsewhere I reproduce this Lecture in full, as well as 
my " Explanatory Remarks/* in reply, which, with a good 
sense of ** English fair play," were promptly published by the 
editor of the Lancet, in the issues of June 3d and June lOth, 
1876. 

A Clinical Lecture on the Treatment of Incipient Stricture, by 
Otis' s operation, delivered at University College Hospital, 
London, Eng,, March \6th, 1876, by Berkeley Hill, Pra^ 
fessor of Clinical Surgery in University College. 

Gentlemen : — In a lecture which I had the honor of de- 
livering before you more than a year ago,* I endeavored to 
describe and classify the various causes of the scanty urethral 
discharge known by the term ** gleet." I pointed out that, 

* Reported in The London Lancet^ of Feb. 13, 1875. 



DISCUSSION OF DR. OTIS'S VIEWS. 



215 



I 



produced by affections of very different nature and in differ- 
ent parts of the urethra, these discharges required very dis- 
tinct kinds of treatment for their cure. I still adhere to that 
opinion — one common to most who study urinary disorders. 
Last July, you recollect. Dr. Fessenden N. Otis, a distin- 
guished surgeon of New York, demonstrated in our operating 
theatre his mode of curing gleets and Stricture of the urethra, 
in a lecture remarkable for its clearness and for the skill with 
which his manipulations were performed. In that exposition 
Dr. Otis enunciated views which vary considerably from, 
and indeed are opposite to, the doctrines usually taught in 
this country. I propose to-day to examine what we were 
told on that occasion with the light that some experience we 
have been able to gain in our own hospital has thrown upon 
it. In doing this I would not have you suppose that there 
was little to be learned from our American confrere ; on the 
contrary, I am satisfied that much of what he told us is per- 
fectly true, and a real contribution to our knowledge of ure- 
thral affections. 

The chief points of Dr. Otis's demonstrations were : 

1. The human urethra varies much in its calibre in differ- 
ent persons. Hence an instrument that is a full size for one 
man may be either much too great or too small for another. 

2. The urethra is really much wider than is generally 
taught. 

3. The meatus urinarius is normally as wide as the rest of 
the canal. 

4. The gleet is always due to Stricture. It is "the signal 
that nature hangs out to call attention to the fact that Strict- 
ure exists somewhere." 

5. In the term Stricture Dr. Otis includes those early in- 
durations which have not sufficiently advanced to interfere 
with the passage of urine or to produce any symptom beyond 
a discharge. But he maintains them to be really bands of 
contractile tissue fibre produced by inflammatory action, 

6. Stricture is most frequent in the first inch from 
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meatus, and is less frequent as the distance from the entry 
' increases. 

7. Complete division of a Stricture and maintenance of 
the incised part at its natural width until the incision is thor- 
oughly healed prevents return of the contraction, and, more- 
over, causes absorption of the indurated tissue from the affected 
part, 

I propose to examine the novelties, one by one. 

That the urethra should vary in calibre in different 
persons, considering that the penis also varies greatly, might 
well be presumed h priori ; and Dr. Otis has most satisfacto- 
rily demonstrated that it does so. But I trust you have not 
forgotten the description of the urethra given by Sir Henry 
Thompson in his lectures to you before Christmas. He there 
showed how the urethra is not a tube at all except while 
some body is passing along it, and defined it to be a closed 
valvular chink, capable of distension to a different amount in 
different parts of its length. It will be well to bear this in 
mind, and also that for our purpose to-day we are concerned 
only with the spongy portion of the urethra. 

Books on anatomy tell us that the bulbous portion is 
somewhat wider than the rest, having a circumference of 
seven-tenths of an inch, and that the remaining part is one or 
two-tenths less in circumference ; further, that the meatus 
does not exceed, one-quarter of an inch in width. These 
measurements are doubtless taken from the dead body, and 
if we conclude that they represent the dimensions of the 
living urethra, we shall be in error. The practical importance 
of ascertaining what is the usual extent to which the " valvu- 
lar chink " is dilated during micturition is this ; diminution 
of capacity in the urethra means impediment to the flow of 
the urine from the bladder. If the balance between the 
natural expulsive force of the bladder and the friction of the 
stream along the urethra is disturbed, the bladder is irritated, 
the kidneys are affected, and the beginning of the long chain 
of events, which terminate not infrequently in death, is made. 
To know if a man has Stricture, we must first know what the 
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ural distensile power of his urethra is, and to ascertain 
i, Dr. Otis discards any arbitrary standard, which, you 
know, is set at about No. 12 of the English scale, but meas- 
ures each urethra before he proceeds to operate upon it. 
For this purpose he has invented a most ingenious instrument 
which he calls the "urethra-metre." It consists of a slender 
cannula marked in inches, at the end of which a set of steel 
springs can be expanded into a bulb by advancing a stem with- 
in the cannula. This movement is obtained by turning a screw 
at the handle, and the amount of expansion is recorded by an 
index on a dial-plate. When screwed close the instrument 
is not larger than a No, 6 English sound — that is a circum- 
ference of less than half an inch. It can be expanded to a 
maximum circumference of an inch and three-quarters — two 
and a half times the seven-tenths of an inch whicli your anato- 
mical guides tell you is the circumference of the widest part of 
the spongy portion. To measure the urethra the expanding 
sound, covered by a thin india-rubber sheath (c. Fig. l), is 
introduced in its contracted form as far as the bulb, between 
five and six inches. It is then screwed up until the patient 
announces he has a sense of fulness, but not so tightly that 
the instrument cannot be moved without being grasped by 
the passage. This gives the size of the canal at the bulbous 
part. The urethra-metre is gently withdrawn, the expanding 
part being enlarged or diminished as tight places or slack 
ones are passed, and the several dimensions are noted by ob- 
serving the index, and the distance of the expanding part 
from the meatus. Any diminution from the widest measure- 
ment Dr. Otis holds to be a Stricture, and abnormal. For 
the further examination of these contracted areas, Dr. Otis 
employs a series of bulbous sounds ranging from about No. 
I 4 English catheter to one much greater than any size in our 
\ scale. But before describing them I must remind you that 
Dr. Otis, like nearly all who work at urethral affections, has 
discarded the English scale, one entirely arbitrary, ascending 
from the smaller to the higher numbers by wide grades of 
unequal length. He chooses the French scale, which is per- 
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fectly scientific. It takes the millimetre for its unit, and the 
number of the instrument denotes its circumference in milli- 
metres. Thus No. I French is one millimetre in circumfer- 
ence ; No 20, twenty millimetres ; and so on. Compared 
with these, No. i English is equal to No. 3 French, and No. 
1 1 English to No. 20 French. 

Here is a gauge Mayer and Meltzer have made for me, 
with forty sizes cut in the plate. The plate is marked on 
one side with the French numerals, and also graduated with 
a decimetre divided into centimetres and millimetres. On 
the other side the English numerals are marked opposite 
their respective sizes, and there is also a scale of six inches, 
divided into sixteenths of an inch. Thus the catheter-gauge 
forms a ready means of comparing French with English 
measures. 

Dr. Otis*s series of bulbous sounds are spread out before 
you. They have a slender stem of about four millimetres 
screwed into the wider end of a bulb or bullet. The best 
shape for the bulb is that of a turkey's egg, which you know 
is a little more pointed at the small end than the egg of a 
common hen. The bulbs range in size from No. 8 to No. 40. 
Their number corresponds to the big end. 

With these instruments Dr. Otis has measured over 500 
urethrae, from which he tells us that the expanding capacity 
of the urethra bears a constant ratio to the circumference of 
the penis below the glans. Hence if you measure the outside 
of the penis you can foretell the size of the urethra. Further, 
that the average size is between thirty-one and thirty-two 
millimetres, or an inch and a quarter — that is more than half 
as large again as the measurement hitherto accepted. From 
these observations also. Dr. Otis finds that the meatus, when 
not congenitally narrowed or contracted by balanitis in boy- 
hood, a frequent occurrence, is as wide as the rest of the ure- 
thra. I have not measured a number of urethrae approaching 
to 500, but I will give you the results of my measurements so 
far as they go. Since last spring I have measured ninety-five 
urethrse (all of them in subjects of urinary disease, by the 
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vay), and in only three did I find the meatus as wide as the 
fcst of the canal. One of the three exceptions was that of a 
man who never had gonorrhcea, but an exceedingly narrow 
traumatic Stricture of the bulbo-membranous part. In him 
tio. 32 sound slid easily down to the Stricture by its own 
Weight. This would show that the meatus may be either 
normally narrower than the rest of the canal, or that morbid 
contraction is exceedingly common. Be that as it may, 
practically we have generally to deal with a narrow meatus, 
the average size being twenty-two millimetres. The meas- 
* uremcnt of these ninety-five urethrse, has satisfied me that 
we have under-estimated the size of the urethra, and that 
Dr. Otis is correct in claiming larger calibres for that canal. 
But 1 have not found the bore, so to speak — the capacity for 
<listenston, in more accurate diction — to be uniform from the 
bull) to the meatus. At the bulbous part the urethra is wid- 
est, and remains of even width for about two inches. It then 
warrows gradually, and for the rest of the passage is about 
three millimetres less, being most narrow at the outlet. This 
is, as you well know, in agreement with the description of 
anatomists, only that the distensile capacity of the urethra 
measured in the living body was greater than the limits they 
set down. Thus the spongy urethra is conical in shape, 
resembling the tapering nozzle of a syringe. Whether this 
be a provision of nature to make the escaping stream more 
forcible I know not, but you will recollect that the special 
raison dttre of this part of the urethra is to conduct, not the 
orinc, but the semen. Of this I am persuaded, that the less 
calibre of the urethra at this point is natural, and not the 
result of inflammation, so long as it is gradual and not abrupt. 
Morbid narrowings arc easily perceived by the sudden way 
in which they obstruct the bullet, and by the suddenness 
with which it is released when they are passed. 

Next, with regard to the invariable presence of a non- 
dilatable area of the urethra, a band of contracting fibres, 
that is, a Stricture of more or less development, in every case 
kOT gleet. I repeat that I still think that Stricture in any 
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shape IS not the sole cause of gleet, though doubtless this is 
the most frequent condition in such cases. 

With respect to Stricture being most frequent in the fir«*- 
inch and a quarter of the urethra, out of 258 Strictures, D 
Otis found 115 within that distance of the meatus, and the 
remainder in decreasing frequency in each succeeding inch. 
This you know is contrary to the received doctrine, which 
places Stricture most frequently at the bulbo-membranous 
part. My experience does not support Dr. Otis's statement. 
In 1870 I recorded 63 Strictures, examined with bulbous 
sounds, at the Male Lock Hospital in 1869, when I found* 
them 43 times between four and a half and six inches — a po- 
sition, allowing for variation in inches length of the passages 
in different persons, almost the same in all. 

Next, having ascertained the presence of some unnatural 
narrowing of the spongy urethra, does internal division cure 
it, and prevent its return or further development, and conse- 
quently cure the gleet? If we adopt Dr. Otis's teaching, 
our course is simple. A patient applies for cure of a gleet. 
His gleet must be the consequence of Stricture ; cut com- 
pletely through it to the erectile tissue, so as to make the 
urethra a little wider than before, and take care to maintain 
this artificial patency while the incision is healing : the cure 
is then complete and permanent. This is the result of ope- 
rating in a large number of cases, a report of which has been 
published in several forms. In 100 published cases, 31 
patients were found without recontraction when examined at 
a considerable period after operation ; 52 others were not 
examined, but reported themselves well ; the remaining 
17 were not quite cured, though relieved. Such evidence in- 
duced me to give a trial to this method. I may state that 
all the cases operated on here were those of long standing 
gleets with contraction in one or more parts of the spongy 
urethra, and had undergone multifarious treatment. The 
number of patients is sixteen ; fifteen of my own and one of 
Dr. Otis's — the case in which he operated in our theatre on 
the 6th of July last. In five cases the gleet stopped after the 
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operation, and the patient was at the last report- 
none less than three weeks, in most some months, after the 
operation — able to pass a bougie of the estimated size of the 
Urethra. In short, they may be claimed as cures. But of 
these five the operation was serious to two; one had free 
bleeding for three days, the other three attacks of rigors. 
Of the remaining eleven, among whom Dr. Otis's own opera- 
tion must be included, the gleet persisted in all ; in several 
the urethra shrank again to its size before the operation, and 
some very serious complications ensued. In four bleeding 
itcd several days, and in one was even alarming. Three 
ients had rigors; in two the shivering was unimportant, 
;ing that which follows the first transit of urine along the 
incised urethra in certain individuals, but is not repeated or 
attended by further consequences. In the third patient the 
rigors preceded abscess in the buttock. One patient had 
orchitis. Thus in seven the operation might be termed a 
trifle, causing no pain nor any after-fever; but in five only 
was the operation successful. It may be contended that want 
of practice on my part, or imperfect performance of the op- 
eration, were the causes of this small success. But I am pro- 
tected against this danger by having had the benefit of Dr. 
Otis's personal instructions, and by the fact that one of the 
least successful cases was that in which Dr. Otis operated 
himself. The man was in sound health with the exception 
of his gleet and contraction of the urethra at two and a half 
inches from the orifice. He made light of the operation, sub- 
mitting most patiently to the somewhat prolonged manipula- 
tions; being animated by the patriotic resolve, as he after- 
wards toid us, that ■' No Yankee should make /lim flinch." 
The patient bled copiously after the operation; the haemor- 
rhage not stopping altogether for six days. No other compli- 
cation en^iued, the man was able to get up as soon as the 
bleeding had stopped, and would have left the hospital at 
once if permitted. However, though he remained some 
•eeks longer with us. and afterwards attended assiduously for 
the regular passage of the sound, his gleet persisted till 
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Christmas, and was at last cured by other means. There stil! 
remains a scar or induration in the erectile tissue, which give* 
a crook to the organ during erection. Whether the divisior 
of the contracting band caused permanent absorption thereol 
in any of these patients I do not know, but have very little 
expectation that it did so. Certainly it failed of this effect in 
almost all. 

When telling you, as those who frequent my wards alread)/ 
know, that I have abandoned this operation for curing gleets 
accompanying slight contraction of the urethfa, I should not 
omit to tell you that in one point I have varied from Dr 
Otis's operation. His urethrotome, which I hold m my hand, 
is used as follows : — The instrument is passed along the ure- 
thra until the end is well beyond the Stricture. The instru- 
ment is then dilated until it stretches the urethra to its full 
capacity, or, to make sure, to one or two millimetres beyond 
that capacity. Next a small cutting edge, previously con- 
cealed, at the end of the dilating part, is drawn along the 
tightly-stretched tissue to the meatus. This -long furrow i« 
made in the mesial line in the roof of the urethra. Disliking 
this long cut, which divides uncontracted parts, as well as the 
strictured parts, I have employed, except in one case, a Strict- 
ure incisor, which, while it stretches the urethra to the size 
previously determined, cuts only where it is strictured. Its 
mode of action I shall explain when speaking of the divisior 
of narrow Strictures. As the contracted areas are as freely 
divided by this plan of cutting, I cannot fairly charge it with 
the numerous failures that have attended Otis's plan of treat 
ing wide Strictures. 

The plan of treating these affections to which I have re- 
turned is that which I adopted before — namely, the repeated 
passage of bougies, large enough to distend the Stricture, bul 
not large enough to be tightly grasped. The size of the bou- 
gie is increased at each visit — that is, about twice a week — tc 
keep pace with the increasing expansion of the urethra unti 
the capacity of the uncontracted parts is reached, when the 
same size is continued by the patient himself for several weeks 
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longer. When the meatus is greatly smaller than the rest of 
the passage. I cut it either by Otis's meatoine, this straight 
probe-pointed bistoury, or by a bistouri c^ch^, to which 
Coxetcf has added a second shield, which can be separated 
from the first by a screw-pin, and so make the fibres tight be- 
fore they are divided. The incision is made in the floor, and 
inust be pretty complete, as the little ring of fibres is very 
tough, and often needs two or three applications of the knife 
to divide it fairly. 

But do not misunderstand me. I do not mean that every 
gleet requires instrumentation forthwith as a matter of course ; 
on the contrary avoid the use of instruments whenever you 
have satisfactory evidence that the discharge is not of long 
standing. The exact length of time that indicates Stricture 
is uncertain, for the inflammatory induration constituting 
Stricture is formed very slowly in some persons, but com- 
paratively fast in others. As a general rule don't search the 
canal when the discharge has lasted only six months or less. 
Be sure, however, that the whole duration of the discharge is 
really contained in six months, and that there have not been 
previously periods of clap or gleet to which the present dis- 
charge is only a successor. Several relapses of gleet are very 
strong evidence of Stricture. Bear constantly in mind that 
the introduction of an instrument of any kind into the ure- 
thra is an evil, and though in time the canal gets accustomed 
to the foreign body, this, like many other faculties, is not 
acquired without discomfort or pain. Resort to instrumen- 
tation only when you are satisfied there is legitimate cause 
for It. Nevertheless when you do employ instruments to 
search for Stricture, use such as are adapted to the end in 
view ; and at our next meeting I will explain to you why I 
prefer bulbous sounds and bougies to those of equal thickness 
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CHAPTER X- 

DISCUSSION CONTINUED. 

Explanatory Remarks by Dr. Otis, in Reply to Mr. Hill.* 

AMONG the many valued professional courtesies extended 
to me during a brief stay in Great Britain last summer, 
none was more esteemed than that which proffered me the 
opportunity of fairly presenting to the medical profession in 
England my somewhat peculiar views in relation to some 
points in urethral surgery. Through the invitation of Mr. 
Berkeley Hill, Professor in the University College of London* 
and by the aid of the clinical material kindly placed at my 
disposal by him, I was enabled to do this, in a lecture at the 
University College, under circumstances every way favorable 
and agreeable to me. 

The recent vigorous yet friendly analysis of this lecture 
by Mr. Hill, together with a summary of fifteen cases of 
urethral Stricture, operated on by him according to my 
method, and reported in The Lancet of April 8th, is just re- 
ceived. I desire the privilege of correcting, through the same 
influential medium, some important misapprehensions of my 
views and methods of procedure, and also to answer some 
objections made on points of special interest to all concerned 
in the progress of urethral surgery. 

Mr. Hill has formulated my innovations upon the usually 
accepted views, as follows : 

" I. The human urethra varies much in its calibre in dif- 
ferent persons. 

** 2. The urethra is much wider than is usually taught. 

** 3. The meatus urinarius is normally as wide as the rest 
of the canal. 

* Originally published in the London Lancet of June 3d, and loth, 1876. 
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"4. Gleet is always due to Stricture. 
■' 5. In the term Stricture Dr. Otis includes those early 
tiiijurations which have not sufficiently advanced to interfere 
wilh the passage of urine, or to produce any symptom be- 
yond a discharge. But he maintains them to be really bands 
of contractile tissue fibres, produced by inflammatory action. 
"6, Stricture is mo<it frequent in the first inch from the 
meatus, and is less frequent as the distance from the entry 
increases. 

" 7. Complete division of Stricture and maintenance of 
the incised part at its natural width until the incision is thor- 
oughly healed and prevents return of the contraction, and, 
moreover, causes absorption of the indurated tissue from the 
**^fcted pari." 

In the first place, let me pay a merited tribute to the 
ability, fairness, and kindliness with which Mr. Hill has con- 
sidered questions involving so radical a departure from the 
tiinc-honorcd teachings of authorities. 

In nrgard to the first proposition, Mr, Hill frankly admits 
that " the urethra varies in calibre in different individuals. 
Considering." he fitly remarks, " that the penis also varies, 
'■^is might be well presumed d priori." He thus rejects the 
^s.s\imption of a fixed standard, which he states is usually set 
*t 13 of the English scale. 

This conclusion is arrived at after the careful measure- 
***^nt of ninety-five urethras, and fully confirms my claim that 
"^o intelligent diagnosis of the number, calibre, or extent of 
Stricture, in any individual, can be made while the assump- 
tion of a fixed standard is admitted. 

In this connection Sir Henry Thompson is quoted as say- 
''^g that " the urethra is not a lube at all except when some 
*Hjdy is passing along it," and defines it to be a "closed 
Valvular chink." 

I am unable to attach any importance to the objection 
^bat the urethra is not a tube because it is a closed tube when 
not distended. It might with more reason be objected that 
the chink, being an aperture or a crevice, when closed, ceases 
'5 
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to exist, and hence, notwithstanding its valvular attachment, 
would fail to convey any correct idea of the urethra. Mr. 
Hill, however, in a very masterly paragraph, has presented the 
practical aspect of the urethra, independently of appellatives, 
by showing the necessity of ascertaining to what extent a 
given urethra should be capable of being normally distended. 
He says : "//" the balance bctivcen the ftatural expulsive force 
of the bladder and the frictioji along the urethra is disturbed^ 
the bladder is irritated, the kidneys are affected, and the begin- 
nifig of the long chain of events, which terminate not unfre- 
que fitly in death, is inade^ (Page 2 1 6.) 

How, then, is this most important balance usually dis- 
turbed ? Not by that most patient of all asses, the bladder, 
habitually doing its work more quietly and with less consid- 
eration than any other organ of the body, but by the urethra — 
sensitive, easily and frequently irritated, inflamed from various 
causes, and finally strictured to a greater or less degree. This 
it is that ** increases the friction and disturbs the balance.*' 
Hence it becomes a matter of first importance to ascertain, at 
as early a period as is possible, the normal calibre of every 
urethra in which symptoms of undue friction are present, in 
order to ascertain the amount of constriction which has oc- 
curred. Thus, the least appreciable encroachments becom 
worthy of attention, and hence w^e have reason for including 
under the term Stricture, ** those early indurations whic 
have not sufficiently advanced to interfere (markedly) with: 
the passage of urine, or to produce any symptom beyond 
discharge'* (point 5th), and these are readily and with preci 
ion made out by means of the urethra-metre and the bulbou 
sounds which Mr. Hill has illustrated and described. 

The assertion that ** gleet is always due to Stricture 
(point 4th) finds corroboration in the known facts, that co 
striction always increases friction; that increased fricti 
causes irritation ; and that continued irritation of muco 
membrane, anywhere, often produces and always prolong&^ 
mucous or muco-purulent discharge. This then is my defea 
for considering the slightest encroachments upon the nor; 
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urethra! calibre worthy of consideration and treatment. I 
have stated it as my opinion that "gleet is always due to 
Stricture." yet I do not mean to be understood as claiming 
that division of Stricture always cures gleet. Inflammation 
of the eye. as a rule, always results upon the presence of a 
foreign body in it, and yet it is quite conceivable that the 
diseased action, originally set up by the presence of the for- 
eign body, may not be entirely removed by the removal of 
the first cause ; yet no one will deny that it is wise surgery, in 
every case (when it is possible), to remove the foreign body. 
Gleet may continue after the removal of its cause ; the in- 
flammatory action long continued, may have spread to the 
continuous mucous membrane of the urethral lacuna: and 
sinuses, and persist in spite of the removal of Stricture (or 
of the use of other means) indefinitely; those are exceptional 
and sad cases, but do not seem to me to invalidate the claim 
that " as a rule gkct depends upon Stricture" or that Strict- 
ure when present, should be removed as the first and most 
rational mode of remedying the evil. 

Point 3d is an anatomical one. "The meatus urinarius is 
normally as wide as the rest of the canal." 

I would not be understood to mean by this that it is 
usually so, but that this is the highest normal type of meatus. 
In a paper published in the New York Medical Journal, 
April, 1S74, on " Urethrotomy, External and Internal," I 
remarked of this correspondence that it "may be considered 
as the normal condition of these parts, and any variations 
from such uniformity may be considered aberrations from the 
norma! condition. These (aberrations), however, are, as a 
rule, of no practical importance unless the tissue composing 
them has been previously invaded by inflammatory action." 
" As long as the meatus escapes inflammatory action it does 
not become a source of trouble on account of its diminutive 
proportions. Let inflammation be set up in this locality, as 
may occur from extension of an infantile or an adult balani- 
tis, or from gonorrhcea, or from any other cause, and a plas- 
tic exudation results, which, becoming organized, disables 
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the urethral muscular structure at this point, and it is no 
longer able to act efficiently in expelling the last drops of 
urine ; they are retained, a dribbling results, and it is the un- 
varying sign that such an accident has occurred. We may 
have a meatus from the size of a mere pin-hole to the full 
size of the urethra behind it, and yet find no difficulty in any 
case. In a recent public examination of a hundred patients 
in Charity and Bellevue Hospitals, claimed to be free from 
inflammatory antecedents, the meatus 
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In no case was the urethra, in the one hundred cases, be- 
low a calibre of 26 millimetres — ranging from this to 39 — the 
average being 32-95. In none was any trouble complained 
of. None, then, can be strictly claimed to be abnormal as 
long as the functions of the part are well performed, and 
hence, in the presence of such great variations, it might be 
difficult to fix upon the highest normal type of the meatus 
urinarius. We do find, however, that various and grave dif- 
ficulties and diseases are occasionally associated with a geni- 
to-urinary apparatus where the meatus is not of the full size 
of the urethra behind it, and that such difficulties are often 
promptly relieved by a surgical procedure which permanently 
enlarges the meatus to that size. The fact that such difficul- 
ties do not occur when the meatus is of the full size of the 



canal behind it, gives additional weight to the assumption 
Ihat "the condition of these parts which ensures the most 
complete functional integrity and is least liable to become the 
source or scat of disease, and which is also least liable to in- 
«iuce, aggravate, or prolong disease in the contiguous parts, 
may be safely and appropriately accepted as representing the 
Jiighfst normal type. Of the hundred cases above reported, 
The meatus was found to correspond to the size of the ure- 
thra behind it in ten cases, while none exceeded that limit. 
In his ninety-five cases Mr. Hill found the above-named cor- 
respondence in only three cases ; his examinations, however, 
were made in subjects who confessed to previous or present 
inflammatory urethral trouble. The correspondence in my 

»<m'n hundred cases was more than 1 had previously claimed, 
which was about one in twenty. One hundred cases are 
probably too (cw to decide this point, and further obser\'a- 
tions are needed to settle it with exactness. 

In regard to the calibre of the spongy portion of the ure- 
thra (point 2) Mr. Kill frankly states that his measurements 
of ninety five urethra; confirm the truth of the statement that 
"the urethra is wider than is usually taught." He has, how- 
ever, misapprehended in inferring that I consider the ante- 
bulbous urethra of uniform size. My observations completely 
coincide with Mr. Hill's that at the bulbous part the urethra 
is the widest (/. e., most distensible). From this I have found 
a gradual narrowing for from one to two inches, and then a 
calibre almost uniform to the meatus, except where this is 
several degrees less in size, when there would be an expan- 
MOn of from a quarter of an inch to an inch behind it, at the 
point usually referred to as the fossa navicularis. Measured 
with the urethra-metre, this difiercnce between the bulbous 
u)d spongy urethra was 
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The average difference in the 1 00 cases was 2 yJJtj- millimeters, 
and the calibre of the ante-bulbous portion averaged 32-95 mm. 

Point 6th. — " Stricture is most frequent in the first inch 
from the meatus, and is less frequent as the distance from 
the entry increases." Mr. Hill dissents from this proposi- 
tion, and says: ** In 258 Strictures, Dr. Otis found 115 in the 
first inch and a quarter, and the remainder in decreasing 
frequency in each succeeding inch. This, you know," says 
Mr. Hill, ** is contrary to the received doctrine, which places 
Strictures most frequently at the bulbo-membranous part. 
My own view does not support Dr. Otis*s statement. In 1870," 
he says, " I recorded 63 Strictures examined with bulbous 
sounds at the Male Lock Hospital in 1869, when I found 
them 43 times between four inches and a half and six inches." 
I would simply recall the fact, that, at the date of these ex- 
aminations, the urethra-metre had not been devised, and con- 
sequently in all cases where the meatus was of less size than 
the deeper urethra no efficient examination was possible ; 
and all Strictures of larger calibre than the external orifice of 
necessity escaped detection. Had Mr. Hill's explorations 
been conducted from behind forwards, as with the urethra- 
metre, I feel quite confident that a difference of opinion on 
this point would not have been recorded. In all cases of 
Stricture of gonorrhoea! origin, we might infer, d priori, that 
the Stricture would occur most frequently where the inflam- 
mation had been most intense and prolonged — /. e,, at the 
anterior portion of the canal. Strictures from lithiasis, mas- 
turbation, excessive vcncry, traumatism, &c.,* would natu- 
rally be expected in the deeper portions of the canal. The 
fact that no thorough examination of the urethra, with refer- 
ence to Stricture, can be made without the urethra-metre 
must, I think, make it necessary to throw out all recorded re- 
sults as to the exact number, size, and locality of Strictures 
when the explorations have been conducted by means of in- 
struments of uniform size, or even with the bulbous sound or 
bougie alone. 

"Thompson on Causes of Organic Stricture. Eng. Ed. p. 115. 
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In regard to the seventh point — viz., that " complete di- 
vision of Stricture and maintenance of the normal urethral cal- 
ibre, until the incision is thoroughly healed, prevents return 
of the contraction, and, moreover, causes absorption of the 
indurated tissue from the affected part," I am able to add five 
additional cases to the thirty-one referred to by Mr. Hill, 
where, out of lOO cases reported, this number was demon- 
strated to be absolutely free from Stricture upon a thorough 
re-examination, at periods varying from a few months to three 
years and a half from the dates of operation. Mr. Hill's ob- 
servation of sixteen cases has left him in doubt as to whether 
or not " permanent absorption" follows coniplcle division of 
Stricture. Previously to citing the results of operation in 
these sixteen cases (fifteen operated on by himself and one by 
me), Mr. Hill alludes to my method of operating on Stricture 
for the cure of gleet. He says : " A patient applies for the 
cure of gleet. His gleet must be the consequence of Strict- 
ure. Find that Stricture ; cut It completely through to the 
erectile tissue, so as to make the urethra a little wider than 
before, and take care to maintain this artificial patency while 
the incision is healing. The cure is then permanent and com- 
plrte." Now if Mr. Hill were speaking of the cure of Strict- 
ure instead of gleet, the description of the method could 
hardly be improved ; but to say that the cure of a gleet is 
immediate, complete, and permanent, after the operation on 
the Stricture, is what I do not desire to claim. I would be 
understood as holding that Stricture is the cnuse of gleet, and 
that its removal is necessary to the permanent cure of gleet 
I have already alluded to conditions, implications of deep 
follicles and sinuses, etc., which may prolong the gleet indcfi- 
nitely after the cure of the Stricture. The removal of the 
Stricture or Strictures \sX\y^ first condition of permanent cure 
of gleet, and in the majority of cases, after this is accom- 
plished, the gleet will cease, without other treatment, in from 
one to four weeks after the healing of the wounds. But in 
exceptional cases the condition before alluded to — the legiti- 
mate results of Stricture in certain individuals— will keep up 
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the gleet for an indefinite period, and must be treated on 
general principles, final success depending upon the character 
of the especial complications, the knowledge, skill, and in- 
genuity of the surgeon in charge of the case. 

Finally, Mr. Hill proceeds to consider the results of ope- 
ration on his sixteen cases, all of which he fairly states were 
in individuals " who had long-standing gleets, with contrac- 
tion in one or more parts of the spongy urethra, and had 
undergone multifarious treatment." Strictures were exam- 
ined for, and found. They were operated on in supposed 
accordance with the method previously described, and five 
out of the sixteen cases operated on by Mr. Hill were 
promptly cured of both Stricture and gleet. A sixth, opera- 
ted on by me, was reported cured, after five months, " by 
other means.** In the remaining ten, recontraction of the 
Strictures took place, and the gleet persisted. Why? Evi- 
dently because of the recontraction of the Strictures. And 
why did the recontraction take place? Why did the Strict- 
ures disappear completely in five cases and reappear in ten ? 
Simply, as I apprehend, because in case of the latter ilie 
Strictures were not completely divided. This is not remarka- 
ble, it seems to me, under the circumstances, although Mr. 
Hill used his own ingenious modification of my dilating ure- 
throtome, and observed all the principles necessary for the suc- 
cessful performance of the operation in these ten unsuccessful 
cases. Complete division of Stricture, in my experience, can- 
not be demonstrated at the time of the operation. A certain 
amount of distension is necessary to fix the Stricture before 
it can be completely divided ; hence a sufficient time must 
elapse after the operation to test the question as to whether 
the Strictures are, or not, completely divided, and this is 
never less than ten days or two weeks. If after this time an 
examination with the full-sized bulbous sound shows complete 
freedom from Stricture, there need be (judging from my own 
experience), no fear of any return of Stricture. If, on the 
contrary, remains of Stricture are detected, it is the evidence 
of incomplete division, and the operation must be repeated, 
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and the remaining fibres severed. Without complete and ab 
solute sundering of the Stricture to its ultimate fibre, recon- 
traction sooner or later is certain. It is not a question of 
using my urethrotome or Mr. Hill's, or any other special in- 
strument, but one of principle. It is not a question of 
whether division of Strictures may be effected by one opera- 
tion or ten ; neither the permanent cure of Stricture nor of 
gleet can be reasonably expected, while a fibre of the Strict- 
ure remains undivided. Let the sundering be complete, and 
proved by a re-examination at a period sufficiently long after 
the operation to give security against mistaking over-disten- 
sion for complete division, and I will not hesitate to take the 
responsibility of claiming ultimate absolute permanent removal 
of urethral Strictures. 

In describing my urethrotome, Mr. Hill is somewhat in 
error. He says : " A small cutting edge, previously concealed 
at the end of the dilating part, is drawn along the tightly 
stretched tissue to the meatus, . , . making a long furrow 
in the mesial line in the root of the urethra." He further 
says: "Disliking this long cut, which divides uncontracted 
parts, I have employed, except in one case, a Stricture incisor 
which, while it stretches the urethra to the size previously 
determined, cuts only where it is strictured." My object has 
always been to divide only contracted tissue. Strictures have 
been carefully located and measured before operation. The 
knife which is concealed at the end of my instrument is 
drawn through the Stricture and at once returned to its con- 
cealment. If other Strictures are present, the instrument is 
especially readjusted for them. 

Mr. Hill records against my mode of procedure " persis- 
tent bleeding " in four cases ; " rigors " in three ; " abscess in 
the buttock " in one ; " crook of the penis " in one ; " orchi- 
tis " in one. This certainly looks like a formidable array of 
accidents to occur in sixteen cases. 1st. In regard to '■ per- 
sistent bleeding." This accident, (if accident it can be 
termed in cases where vascular tissues are freely and inten- 
tionally incised,) may always be readily and easily controlled. 
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Simple compression by an ordinary bandage will always stop 
it in the spongy portion of the urethra. The introduction 
of a flexible tube after the operation will always prevent it. 
The magnitude of the object to be attained will warrant the 
employment of either or both of these simple measures in 
every case, and will give security, perfect and complete, 
against any injury from haemorrhage. 2d. •* Rigors " 
occurred in three cases. The simple passage of any instru- 
ment through the curved or fixed portion of the urethra may 
alone suffice to produce this accident, and would be still more 
liable to result upon dilatation of this part. My plan is never 
to pass beyond the bulbous urethra if it is possible to avoid 
it, and my own urethrotome has been contrived expressly 
with the view of dividing Strictures, as far as the bulb, 
without entering the fixed portion of the urethra. Acting on 
this principle, rigors have not occurred in more than one out 
of a hundred cases, in my experience. From this I am able 
to state that all operations confined strictly to the penile ure- 
thra are virtually free from danger of this accident, or 'from 
any marked constitutional disturbance, except in cases habit- 
ually subject to this trouble. 3d. ** Abscess of the buttock ** 
is recorded against one operation. This might be accepted 
as accounting for the rigor which it may be presumed occurred 
in this case, but cannot be entertained as the result of the 
operation upon the penile urethra. 4th. ** Orchitis ** followed 
the operation in one case. Orchitis is recognized as occur- 
ring not unfrequently from the simple passage of any instru- 
ment through the curved portion of the urethra. I have 
never met with it as the result of any interference with the 
spongy portion of the canal. 

In one of Mr. Hill's cases — that operated on by myself — 
persistent bleeding is noted, and notwithstanding the assidu- 
ous passage of sounds, his gleet persisted for five months 
(** until Christmas "), and was then cured by other means; 
and, besides, a scar or induration remained in the erectile tis- 
sue which gave a crook to the organ on erection. It seems 
to me not irrelevant to state that this case was operated on 
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by me in the theatre of the University College Hospital un- 
der the impression that he was to receive care immediately 
after the operation. It turned out, however, that he was an 
out-patient. He subsequently drove his van for several 
miles, then walked a couple of miles, and returned at about 
10 J". M. to the hospital, was subjected to treatment for his 
Iixmorrhagc, and had some constitutional disturbance for 
several days. I think that the inflammatory complication, 
■which undoubtedly caused the induration in the erectile 
tissue, would rarely occur in cases where the necessary care 
and rest are insisted on. 

Out of between five and six hundred operations I have 
seen six cases followed by the crook or curvature to which 
Mr. Hill alludes, in the worst case persisting about a year; 
but in all of these inflammatory trouble succeeded the opera- 
tion. In two a urethritis was present, which had persisted 
acutely for several months, and in the others, extensive, very 
dense, and deep Strictures were divided. It is a question 
whether this rare accident would ever occur if the Strictures 
were uniformly divided on the floor of the urethra, as Mr. 
Hill is in the habit of doing. My cases were all cut superiorly 
and in the median line, as I believed I could more certainly 
sunder the Strictures in this way, and with less liability to 
troublesome hemorrhage. I am at present making observa- 
tions with the view of ascertaining the best point for division, 
and I may ultimately coincide with Mr. Hill in incising 
Slritturcs on the inferior floor of the canal.* 

The final cure of gleet in the last mentioned case is stated 
to have taken place five months after my operation, "by 
other means." At the date of operation it was one of the 
"cases of long standing, with contraction in several portions 
of the canal, and had resisted multifarious treatment," Is it 
(juite certain that this case was finally cured by other means, 
ind that the cure was not chiefly due to removal of the 

* A lai^B uiWqueni experience has satisfied mc ihat not only in rcgxnl (□ 
trasUc from tuEiuorrhnge. but id regard to completencu ol leaults, the tuperioi 
iiddoB It greitW preferable. June, 1878. 
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Strictures ? I rather incline to the opinion that the continua- 
tion of the gleet was due to the " cicatricial knot " which fol- 
lowed the operation and complicated the case ; and its grad- 
ual absorption (usual in such cases) removed the remaining 
source of irritation, and the gleet ceased. In Mr. Hill's own 
fifteen cases one-third were promptly cured. In the remain- 
ing ten rccontraction took place : this, it appears to me, is a 
good and sufficient reason why the gleet should persist ; and 
I feel confident that the results of thorough re-division of 
these Strictures would go far to establish the truth of my 
views. 

In closing his lecture, Mr. Hill objects to any examination 
of the urethra for Stricture until the gonorrhoea and gleet 
shall have lasted for six months. It is a well-known fact (see 
Thompson "On Stricture," English edition, p. 115) that 
Strictures are often present from other causes than a gonor- 
rhoea ; that a gouty or rheumatic diathesis, etc., may cause 
them, and that even a first gonorrhoea is often aggravated 
and prolonged by them. Is it then wise to ignore for a long 
period a well-recognized cause of trouble when the alternative 
is a prolonged and possibly a useless, if not harmful, course 
of urethral injections and nauseous medicines? However 
much we may deprecate unnecessary instrumentation, we 
cannot lose sight of the fact that umieccssary injections and 
unnecessary medicatioji are quite as much to be deprecated. 
A careful, judicious, and thorough urethral examination im- 
mediately after the acute stage of a gonorrhoea has passed, I 
have never found to result in more than a temporary discom- 
fort, and less than often follows the use of a single injection. 

• 
I do not claim perfection for any method or means of mine, 

but I ofier my instruments and my experience to the profes- 
sion, abroad and at home, with the sincere hope that they 
may be tested in the fair and generous spirit shown by my 
friend Mr. Hill, and that ultimately we may arrive at the so- 
lution of the most vexed of all surgical problems — viz., the 
best way of curing Strictures and gleet. 



CHAPTER XI. 



DISCUSSION CONTINUED. 

HE next public discussion of my position on urethral 
questions appeared in May, 1877, in the Maryland Medical 
'oumal, by Dr. Thomas R, Brown, Professor of Clinical and 
Iperative Surgery, and of Diseases of the Gen ito-Uri nary 
;ans, in the College of Physicians and Surgeons, Baltimore. 
Tliis critique is considered worthy of citation because of the 
practical efforts which Professor Brown has made to solve the 
questions most in dispute, and especially on account of origi- 
nal observations of the fcetal urethra, and that of the newly 
born (page 243.): important as bearing upon the significance 
of the dilatation usually found in the anterior part of the 
adult urethra heretofore described by anatomists as a normal 
condition, and called the /cssa navi.rularis, but which I have 
claimed to be the result of mechanical dilatation behind a 
contracted meatus urinarius. 

Again at page 242, he raises a point or two in regard to 
estimates of size of urethra from circumference of penis, 
which may have a general interest, while on the same page he 
conBrms them in citing a case with a penis 4| inches in circum- 
ference, associated with a urethra 47 mm. circumference, per- 
haps the largest on record. Again, ibid., his experience as 
to most frequent locality of Strictures; in loo, 75 percent, 
anterior to 4J inches, confirms the claim made page 97, as 
nst previous authority. Again the emphatic endorse- 
it of my claim as to the importance which may attach to 
:ricturc5 but slightly invading the urethral lumen, page 192. 
Professor Brown's opinions have an especial value from the 
lict that his position heretofore, has been in a measure antag- 
enbtic to my own. 
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Citatio?^. 

During the past three years the attention of Genito- 
urinary surgeons has been especially invited to the study of 
urethral Strictures, their pathology and treatment. The fresh 
.interest in this subject is, in great part, due to the new de- 
parture of Professor Otis, as to what constitutes a Stricture. 
Heretofore, the French surgeons have taught that an urethra 
through which a twenty-one of their scale could be passed, is 
free from Stricture. According to the English school, if an 
eight or nine of their scale can be passed into the bladder, no 
Stricture can be said to exist, while the American standard 
of 31^- millimetres was quite universally accepted as correct. 
In opposition to these current views, it is claimed, as the 
outcome of many experiments, that there is no such thing as 
a " standard urethra" which applies to every man any more 
than a standard hand or foot, but that they vary in size in 
different individuals, according to the physique. So the ure- 
thra varies with the size of the flaccid penis. It is moreover 
claimed that this variation is definite and according to a rule; 
beginning with a penis three inches in circumference, its ure- 
thra would measure 30 millimetres, and for every J inch in- 
crease in the circumference of the penis, there would be an 
urethral increase of two millimetres. These results have 
been verified by Otis in nearly all of 500 examinations. The 
establishment of this proportionate relationship, if sustained, 
would be a valuable addition to both anatomy and surgery, 
and for the purpose of testing its correctness many investiga- 
tions have been made — notably, by Drs. Henry B. Sands, Weir, 
Mastin and myself in this country, Teevan, Watson, Berkeley 
Hill, Cooper and Coulson in Great Britain — with a result that 
is anything but satisfactory. 

The second proposition and perhaps most important in a 
practical point of view, is that which relates to results of 
treatment. It is insisted upon, and if true the argument is a 
sound one, that operations performed in accordance with the 
rules laid down, followed by the proper after-treatment. 
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yield perfect results and complete cures, cures so-complete 
that the previous seat of Stricture cannot be detected by 
3 properly sized olive sound, and so complete that the danger 
of re-contractions no longer applies,* enabling the patient to 
dispense with the dependence upon the introduction of the 
sound for the purpose of keeping his urethra open. 

The fourth point is, that by far the most Strictures, in 
fact nearly all, are found in the spongy urethra. This con- 
trasts with Sir HenryThompson's position, who locates sixty- 
one per cent, in the membranous, or bulbo-membranous part, 
and is doubtless to be explained by the fact that the anato- 
mical basis of the former's collection of cases and that for the 
latter, are distinct and dissimilar. The coarser procedure of 
the one ignored, as having no existence, what the more re- 
fined method of the other esteems important and demands 
treatment. Hence it is that we hear so much of late about 
Strictures of large calibre ; not only because they are morbid 
conditions of themselves, but chiefly because they are apt, if 
let alone, to go from bad to worse, and sooner' or later impair 
■eriously the efficiency of the organ. It will be observed that 
advance seems to take no account of the by no means 
istablished assumption, that slight constrictions not only 
may be present, but may become harmless in the course of 
lime, undergo absorption, or by a process of infection, 
(strictly rendered) take on the structure and function of the 
tissues in which they are seated. 

These are the salient points of this new method, and the- 
importance of keeping our premises constantly in view must 
explain this reference to what, after a fashion, is already 
before the profession. And whilst we must admit that the 
author has conducted his investigations with commendable 
fairness and zeal, we must also regret that his challenge of 
criticism has not been accepted. We have had any amount 
of i friori reasoning presented against his formidable 

* S«c rcrmnce to report of Frof. Airrcd Post, Dr$. Miner, WoodrulT, upon an 
tnmintlioo of patieni operalid upon for five (5) Siriciures " vfiih complete ii> 
* of Slriciure." N. V. Med. Journal, April, 1878. 
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be selected as standard?* With the statements of Prof. 
Sands, and Dr. R. F. Weir, that contractions occur in differ- 
ent parts of the normal urethra and are not prima facie evi- 
dence of disease, as indicated by a series of eight carefully 
prepared wax casts, my investigations do not agree. In all 
instances where obstructions to the easy movement of the 
urethra-metre were met with, there was abundant reason for 
suspecting disease. The converse is equally true that where 
the urethra was found to be normal, the withdrawal of the 
instrument was accomplished without resistance. These and 
the post-mortem experiments serve to convince me that con- 
strictions do not belong to normal urethrae, and where they 
do exist they must constitute the rare exceptions. It is a 
curious fact, which seems to have gone unnoticed, that in 
both of the collections of casts referred to the principal nar- 
rowings were in the anterior half of the urethra, a possible 
effect of the injection not continuing in the same state of 
liquefaction throughout, or again, if this supposition be not 
correct, might not these few cases when placed beside Prof. 
Otis's 500 cases, be classed with urethrae in a state of disease. 
This is especially probable when we recall the fourth proposi- 
tion as to the most frequent site of Stricture, a position which 
I fully indorse. Out of nearly 100 Strictures divided by my- 
self, including many that are usually designated as impermea- 

* The estimate of the size of the urethra from its proportionate relation to 
the size of the penis, is but approximate and intended only to serve as a guide 
where the urethra-metre is not available. Examined by the rule laid down p. 89, 
experience has shown that the estimate will never exceed the normal calibre, 
though it often falls short of it several millimetres circumference. The flaccid 
penis is subject to variation from heat, cold, etc., but practically it will be found 
that the relative conditions will always be the same wA^n th£ patient presents t9 
the surgeon. Measurements should always be made at about midway of the 
body of the penis. 

In a recent edition of the standard work of Prof. S. W. Gross of Philadelphia, 
on the genito-urinary organs, edited by his son Prof. L. D. Gross, he says (in a 
note following his illustration and description of my urethra-metre, page 472) in 
regard " to the proportionate relation between the penis and the urethra," •* From 
a number of measurements made upon private and hospital cases, the Editor is 
enabled to add confirmatory evidence of the correctness of Dr. Otis's estimates." 
— F. N. O. 
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ble. at least 75 ptf cent, were found w-ithin the anterior 4} 
inches. I am therefore led to infer that those deeper con- 
strictions are nearly always the consequence of extension of 
disease from in front. With reference to the controversy as 
to the existence of the boat-shaped dilatation — the fossa nav- 
icularis — I have been forced by my post-mortem, rather than 
by the urethra-metric inquiries, to consider it to be the rule 
for this, or at least some form of dilatation to be found. In 
my examinations, not exceeding a dozen, to be sure, made 
according to the directions of Maigaigne and Thompson, it 
was always present. I feel however almost convinced that 
it is acquired and not congenital, and dependent upon the 
constant and increased tension to which this part is subjected 
intlie resistance to the exit of urine offered by a contracted 
meatus. For the purpose of dctcrnnining this point, I have 
examined a number of fcetal and infanta' urcthr^e, some of 
them in the presence of my colleague Prof. Bevan, and up to 
this time I have met not a single one in which this dilatation 
occurred. In all of these examinations the meatus was inva- 
riably found to be narrower than the rest of the canal. As 
sn evidence of how utterly unreliable our hitherto arbitrary 
mode of excluding Strictures really is, I would cite from 

*mong a number, the case of Wm. , in attendance upon 

myelinic, as an out-patient, at the College of Physicians and 
Surgeons. The size of his penis was 4} inches, and upon in- 
troducing the urethra-metre, and expanding it to what I be- 
lieved the proper size, the indicator marked 47 millimetres. 
Without any more than the usual discomfort, and but very 
inconsiderable pain, it was withdrawn easily along the entire 
Urethra, it only becoming necessary to diminish the bulb at 
the meatus, and at that point to 35 millimetres. Now in this 
Case, how very unreasonable it would have been to have 
allowed the introduction of a No. S or 9 of the English, 2i of 
the French and 31^ of the American scale to effectually dis- 
pose of the question as to whether there was Stricture in that 
man's penis or not, when not one-half of its normal calibre 
had been ascertained. And even taking his meatus as the 
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guide, its indication would have fallen short to the extent of 
12 millimetres. I am therefore compelled to agree with 
Prof. Sands, that " in practice we find in the size of the mea- 
tus a rough test for the calibre of the urethra," a test indced_ 
so very rough and unreliable as to preclude our making anj 
use of it in an operation which has for its object a complel 
division of the Stricture. 

From what has been said, I am forced, with the qualifica- 
tions stated, to agree with the principles contained in this 
postulate, and to decide that the old methods of examina- 
tions abound in faults. Under its teachings very decided 
disease must have been overlooked, and an easy explanation 
of the intractability of that bugbear gleet, now recognized as 
the offspring of Stricture, obtained. In passing I may state 
here that this dependence of gleet upon Stricture has been 
greatly misunderstood, because when the Stricture has been^ 
effectually divided, the urethral dischai^e did not ceas 
Many have considered this to disprove the connection, bul 
this is obviously unjust, for the reason that the Stricture v 
not the gleet per se, but the cause of it, and in a way easiIjB 
to be explained. The obstruction favors the accumulatioi 
within the urethra of residua! urine bound to undergo decora- 
position. This urine, acting as an irritant, constantly ap- 
plied, especially to the sinuses of Morgagni, induces a chronic 
catarrh, which requires after -the division of the StricturejB 
treatment of the most persistent, discouraging character. Ad 
it is true that all acute diseases tend towards recovery, it laj 
equally true that all chronic diseases tend, with as much c 
phasis, ill an opposite direction. This, we all must admit|^ 
holds true of gleet. 1 am not prepared here to explain thosM 
cases of gleet, wherein the discharge had continued over sud 
a period that analog)' would warrant an assumption of StricW 
ure, and which are said to have disappeared entirely upoi 
expectant treatment. I can only say that I have met wit 
no such cases during these investigations, and feel inclined t<^ 
question the completeness of the alleged recoveries. On thi 
other hand, I have met with a number while presenting I 



somewhat similar history, they have, in addition, complained 
of a peculiar susceptibility to contract " fresh cases " of 
what they called gonorrhcea or simple urethritis, contracted 
whether after legitimate or illegitimate sexual indulgence; 
after '* taking cold." or after slight excesses in eating or 
drinking. By way of Illustration, I extract from my "Case 
Record " a brief synopsis of two cases : 

Case I. Mr. Jr., contracted four years ago a case 

of gonorrhcea, which after the usual treatment and a long 
time "got well. ' Has noticed since that time that .licalding 
with urination and a discharge would follow sexua! inter- 
course. This discharge, which the patient states, is like that 
in His previous attacks, when seen by me, was not the frank, 
purulent discharge of gonorrhcea, but was decidedly more 
serious, though the usual symptoms of irritation were present. 
I observed that during urination the stream was too small, 
somewhat twisted and followed by dribbling. An attempt 
lo pass 32 F. was made but failed, this being the size indica- 
ted. Before the canal could be traversed, it became neces- 
i Bary to use the smallest olive in my possession, which is 
Vmarkcd 13 F; the contractions being so considerable as to pre- 
pvcnt the use of the urethra-metre, until after a Thompson's 
divuisor had been introduced and dilated. Three distinct 
Strictures were made out — one 3 inches, the second 2i inches, 
and the third 1 J inch from the meatus, all of which were com- 
pletely divided, Now this man considered his penis well, 
except as to these recurring attacks of gonorrhcea. 

Case 2 presents almost identically the same history, except 
as to the number of Strictures, there being but one, and as to 
the suspected cause of his urethral attacks — "cold." The 
Stricture, located in this instance 3^ inches from the meatus, 
Lwas alike perceptible to myself and to his physician. Dr. 
Salizer, of Baltimore. In both cases, the usual after-treat- 
ment of the tri-weekly introduction of the proper sized sound 
|Vas followed out strictly and with good results. 

Another point, in this connection, is the alleged insignifi- 
ince or harmlessness of Strictures of large calibre. Before 
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accepting this there is need for more extended observation. 
I fully endorse the claim of the pathologist that this 
simple cicatricial tissue is liable to increased hyperplasia and 
liable to become not only a more and more serious condition 
in itself, but also liable, even in its early stages, to produce 
consequences that may prove dangerous and even disastrous. 
If space permitted, I should like to give the details of two 
cases in point ; the first that of a man dying in the Hospital 
of the College of Physicians and Surgeons from toxaemia 
consequent upon extravasation of urine through a hole in the 
urethra ij inch long, beginning just behind a Stricture 
through which a No. 12 Van Buren's conical sound could 
easily be passed. The second case occurred in the practice 
of Mr. Walter Coulson, of the Lock Hospital, London, and 
is reported in the Lancet of August 28, 1875, pages 332.333 ; 
in which perineal fistules refused to heal after the usual sec- 
tion, until some Strictures of large calibre, anterior to the 
fistulous openings, were freely divided. After this the 
patient entirely recovered. The anterior Strictures were 
large enough to admit a No. 10 E., and still they offered suflS- 
cient resistance to the flow of urine to keep the false passages 
from healing. I do not mean in either of these cases to dissent 
from the now generally accepted opinion, that perfectly normal 
urine is innocuous even when injected under the tissues, but, 
more than probable, in both of these the urine was not normal. 

These are some of the notes which I have wished to make 
about that which I hope and believe will become a valuable 
addition to our fund of surgical knowledge. At some future 
time I propose to extend these comments, especially wnth 
reference to the results of the operation, not suflRcient time 
having as yet elapsed to make me willing to venture an opin- 
ion. I feel justified in stating, even now, that I have made 
rc-cxaminations where the Strictures have been completely 
divided, nine months after the operations, without finding re- 
contractions. 

In reply to a letter asking for information. Prof. Brown 
writes, under date of April 5th, 1878, as follows: Upon the 
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whole a careful study has made me a convert, in the main, to 
the principles of your procedure, and I never think of consid- 
ering any of my operations complete, until the indicated sound 
as well as bougie-i-boule has passed ' sans resistance.' I have, 
moreover, very certainly, by inviting sceptics to many of my 
operations, served to dismantle the old doxies^ and, by doing 
the Otis operation, have been instrumental, in a measure, in 
dis-establishing the false views which have so long obtained. 
/ liave divided over 300 Strictures wit/tout a single death. 
* * * Every day convinces me more and more of the great 
importance of free division of the Stricture, with a view of 
preserving the normal calibre of the urethra. With regard to 
your claim of the relative size of the urethra and penis, on the 
careful observation of an immense number of cases it has 
never happened to me to find, for example, a penis of three 
inches with a urethra measuring less than 30 mm., but I have 
found a large number where the urethra measured more." 



CHAPTER XII, 



Report of thirty Operations for Urethral Stricture^ Otiss 
method, by Claudius H. Mastin, M.D,, LL,D., of Mobile, Ala. 

DR. MASTIN writes, May i6th, 1877, "It affords me 
pleasure to testify to the value of your method of op- 
erating for urethral Stricture. Before I had resort to dilating 
urethrotomy, I thought it impossible to make a radical cure 
in these cases ; but since I have given it a fair trial, I have 
changed my opinion, and I now unhesitatingly say, I believe 
that certain selected cases can and will be cured by your 
method, provided the operation is judiciously done, and the 
after treatment properly conducted. To this date, my cases 
of Internal Urethrotomy number 280. They have been per- 
formed with a variety of instruments, Maisonneuve's, Civiale's, 
Ricord's, Otis's and my own. I have as yet, never met with 
an accident, nor have I lost a single case. 

I have used your dilating urethrotome in some 30 cases, 
and I feel justified in saying, that it is especially adapted to all 
cases of hard, firm, organic Stricture in the penile urethra ; 
especially is it valuable in those cases of chronic urethral 
discharge dependent upon what you term, " Strictures of large 
calibre,** and I believe that when the profession comes to know 
and understand the operation, no surgeon will consider him- 
self prepared to treat urethral affections, unless he has " an 
Otis urethrotome.** 

If the cases are properly prepared for the operation, I do 
not see that there is any more danger in your operation than 
in any other. 

Haemorrhage in my opinion, is not more liable to occur after 
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your operation, than after any other, and even should it take 
place, it can be speedily and easily controlled. 

1 believe that the success of every operation for urethral 
Stricture, by the knife, depends upon the amount of cicatrt- 
liai splice which we gain after an operation, and as the 
operation which you have devised insures a wider splice than 
any other that I as yet know of, I say, unhesitatingly, your 
operation is, in my opinion, the operation best calculated to 
produce a perfect and radical cure. 

In Strictures of long standing, with great density of tis- 
sue deposited, I do not believe that any other urethrotome, 
save Otis's or one constructed upon its principle, will or can 
give ihe same satisfactory results. 

The following cases are taken without. <;election from the list 
of operations which I have done with the " Otis urethrotome," 
^nd will go to show the results of his method in my hands, 
1 give them just as they have been taken from notes, without, 
liowever, going into detail as to the preparatory or after 
treatment, which is usually resorted to. 

Case I. Geo. S., an engineer, aged about thirty, had suf- 
fered from Stricture in the penile urethra for about three 
years. He had been operated upon with a Maisonncuve 
urethrotome two or three times ; but with no other benefit 
than to give passage to his urine. Constant dilatation had 
been resorted to without benefit ; he suffered from a painful 
irritation of the entire urethra, and was annoyed with a per- 
petual discharge. I found him at the time he presented him- 
self to me on the 25th of December, 1874, using a No. 28 F. 
Mund, which he informed me, had been given him by his for- 
mer surgeon " to keep the urethra open," Upon examination 
(by Dr. Otis'? rules, and by the use of his urethra-metre) I 
found the normal size of his urethra 36 F. After due prepa- 
ration, I operated upon him on the 28th day of December, 
1874. Carried out the after treatment with large sounds, 
until the last of January, 1875, when I discharged him, appa- 
rently entirely relieved. Since then, now over two years, I 
have had him constantly under obser\'ation, and have fre- 
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quently examined him, both with the ball probe and the 
urethra-metre, and, to this date, I have been unable to find 
any recontraction. 

Case 2. Mr. O. C, master mechanic, aged forty-two to 
forty-three, presented himself for treatment of urethral Strict- 
ure, which had existed for some four or five years. An ex- 
amination revealed two Strictures of large calibre located in 
penile urethra — one about 2^ inches down the urethra, the 
other just in front of the bulb. He informed me that he had 
been operated upon by divulsion, by internal urethrotomy, 
with a Maisonneuve's urethrotome, and been treated by caus- 
tics and continuous dilatation. He came to me on the 14th 
of February, 1875. I found that his Strictures would admit 
a No. 28 F., and that there was a good deal of irritation and 
a very free discharge. His normal urethra according to rule, 
furnished a calibre of 38 F. To this point I cut him with an 
Otis urethrotome, and treated him with large sized sounds 
until all discharge had ceased, and his urethra offered no re- 
sistance whatever to the ball probe or the urethra-metre. 

I have been particular in keeping this case under close 
observation and frequent examination, and I defy any sur- 
geon to find a trace of contraction present. He has had, and 
there now remains some prostatic trouble, unconnected how« 
ever with the former Strictures. ^ 

Case 3. D. S., a barber, aged fifty-two, presented for 
treatment on 5th September, 1875. I found a tight, firm 
Stricture, 2^ inches down urethra ; opened it with small blade 
of Maisonneuve's urethrotome, 8 mm. in diameter, through 
which I passed Otis*s instrument, and cut the same to the 
normal urethral calibre which was 35 F., I treated him with 
large sounds, and discharged him on the 1st of October, 1875, 
as cured. Careful examinations reveal no contraction up to 
this date (May 16, 1877). 

Case 4. A. B., drug clerk, twenty-five years, presented 
for treatment November 7th, 1875. Examination revealed 
close Stricture in penile urethra, 2^ to 3 inches down, normal 
urethra 33 F. I cut him with the Otis urethrotome, and 
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treated him as usual after these operations. To date no com- 
plaint, and no evidence of any recontraction. 

Case 5. J. C, lawyer, twenty-two years; recent Stricture 
in penile urethra; normal calibre 32 F. 1 cut this Stricture 
only to 31 F., and tried to dilate with large sounds up to 32 F. 
He objected to the continued use of the sound, and said 
be thought he would be cured without their use. The end 
of this has been, the Stricture has in a measure recontracted, 
the discharge returned and he has placed himself under care, 
for treatment. I consider the failure, for a failure it has been, 
is entirely due to my negligence in not cutting the Stricture 
up to 32 F., and then keeping up the use of the sounds until 
all irritation and discharge had ceased. 

Case 6, J, S,, broker, aged thirty-one ; Stricture of large 
calibre in penile urethra, three inches from meatus. Con- 
stant discharge. Has been treated in Galveston, Texas, by 
sounds, injections, etc. Came to Mobile in April, 1S75. I 
found normal urethra 32 F. Operated upon him May ist, 
1876; treated him by usual method. He had a severe attack 
of urethral fever, after the operation ; had been subject to 
rigors after every urethral interference; yet he has promptly 
recovered, and in February, 1877, I examined him and 
found no evidence of any return of Stricture. His health has 
improved vastly, and he expresses himself as perfectly well. 

Case 7. S. F., merchant, aged twenty-eight years. Strict- 
ure of large calibre ; a very troublesome discharge, and gen- 
eral health disturbed. Stricture located in the penile ure- 
thra, just in front of bulb. Normal urethra 3; F. Operated 
upon him July 5lh, 1876; cut with Otis's urethrotome. 
Results perfect. No contraction as tate as April. 1877. 
General health greatly improved, discharge entirely relieved. 
&nd says he is as well as he ever was in his life. 

Case 8. J. P., bookkeeper, aged about twenty-six years. 
Stricture of large calibre in penile urethra three inches from 
meatus, general health failing ; great anxiety of mind ; has 
been under care of a physician for some months who told him 
he bad prostatic disease, etc. Used small bougies, injcc- 
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tions and porte caustics, until he presented himself to me 
for treatment Dec, 1876. I found no prostatic trouble, but 
a very irritable urethra, of normal calibre 35 F. and a Stricture 
contracted to 28 F. I cut him with Otis's instrument, on 
December 8th, 1877. He improved rapidly, and to-day is in 
better health than he has been for two years past. All dis- 
charge has vanished ; there remains no irritability of the ure- 
thra, and I am unable after the most careful examination to 
find a trace of strictured tissue. I believe that time will 
prove that his cure has been perfect. 

Case 9. R. M. Q., bookkeeper, aged forty years. Stricture 
at bulb; says he has had Stricture from early boyhood, result 
of an injury received by riding on the pommel of a saddle. 
There is a great deal of urethral deviation, the penis being 
twisted full one-third around on its axis. 

I saw this case first in Sept., 1869, just after an attack of 
retention. I then cut him with a Maisonneuve urethrotome, 
followed by that of Civiale, and furnished him with sounds 
up to thirteen and fifteen English measure, with instructions 
to keep his urethra open. This he neglected to do, and per- 
mitted his Stricture to contract so much that it seriously in- 
terfered with the passage of his urine. He said he disliked 
to come back to me, after neglecting instructions, so he put 
himself in the hands of a physician, who divulsed his Stricture 
with a Holt divulsor, and told him he was cured. This divulsion 
was in 1870, sometime in the fall of the year ; but instead of 
curing his Stricture, he was made worse, for on March 19th, 
1 87 1, he placed himself again in my hands with a Stricture 
contracted to No. i French. He now objected to any opera- 
tion, and requested that I would dilate his Stricture "just 
enough to permit him to urinate and he would be satisfied." 
In the course of a few days I had opened his canal so that it 
would admit a No. 10 English catheter. He now thought he 
could keep it open, and declined any further treatment. I 
heard no more from him until the 25th of May, 1872, when he 
sent for me to relieve him of retention. I found his Stricture 
impassable, and after a fruitless trial of over two hours, to 
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get through the Stricture, even with the smallest whale- 
bone probe, I frankly iiiformed him that the only alterna- 
tive was cither to tap the bladder, or open the urethra in front 
of the Stricture, and then work through the co-arctation. 
He preferred the latter, and I at once performed my modifi- 
cation of la Boutonnier. His recovery was rapid, and every 
thing gave promise of a successful termination of his troubles, 
but during the summer of 1S7;, he contracted a blennorrhagia, 
which proved rebellious to treatment and caused his Strict- 
ure to recontract enough to give him considerable troubie 
and anxiety about his urination. Fearing retention, he came 
to me for another operation, and I proposed and performed 
the operation with the Otis urethrotome on the 29th day of 
Nov., 1875. I opened his Stricture to 32 F., that being the 
normal size of his urethra. To this date, i6th May. 1877, I 
can find no evidence of any Stricture remaining. In fact he 
is much better than after any previous operation which had 
been done. 

Case 10. R. B. M., gentleman aged 29 years, May 19, 
1875, presented himself, with a firm Stricture in penile ure- 
thra, great irritability of urethra and considerable discharge. 
Had been operated upon by some physician, as the patient 
informed me, with a " sort of spring instrument," cutting 
from the point, I suppose it was an old Stafford's instru- 
ment. There had been no results beyond increasing the dis- 
charge and inflammation. 

I found his Stricture would admit a 23 F. sound, and his 
urethra a 33 F, in its normal portion. I cut him to this 
point ; treated him about thirty days with large sounds, and 
he has remained perfectly well ever since. Recent examina- 
tions reveal no evidence of any recontraction. 

Case 11. J. L., wine merchant, from Ohio, aged 32 or 
about that number of years, presented himself on loth Feb- 
ruary, 1877, with Stricture in penile urethra, just in front of 
bulb. Has had retention on two occasions. Stricture hard, 
discharge purulent and in large quantities. His Stricture, 
would admit 2% F., and his normal urethra was 33 F. I cut 
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him up to 32 F., treated him with large sounds, and at the 
expiration of fourteen days, as he was so much relieved, I 
concluded to venture upon letting him return home. To- 
day, May 16, 1877. he called at my office, as he was passing 
through Mobile, and I found his urethra perfectly smooth, 
with no discharge and no Stricture. 

Very sincerely, 

C. H. Mastin, M. D. 

Out of thirty operations reported by Dr. Mastin, twelve 
cases are quoted in full, and of these complete radical cure 
of the Strictures is claimed in nine cases, as proved by re-ex- 
aminations as follows : 

One 2 jears and 6 months after operation. 
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-Rtporl of sn-cnty-ene operations for Stricture — by Otis' s method 
(45 Tabulaia Cases) By R. W. Pease. M. D., Prof, of 
Surgery in the Syracuse University, N. Y. * 

IN 1874, a gentleman whom I had treated for Stricture of 
the urethra at the membranous portion, for several months, 
and who, prior to coming under my care, had been treated 
by most capable physicians, one a world-known surgeon, 
drifted away from me, because I, like those who preceded 
me, had failed to give him any relief by the stereotyped 
method of treatment — the use of bougies. 

His symptoms, in brief, were a desire to frequently mic- 
turate floccuient urine, and a constantly recurring gleet. 
The protracted malady had sadly undermined his health, as 
evidenced by great nervous irritability, induced by his dis- 
turbed rest. 

Fortunately, he came under the care of Professor Otis, of 
1 New York. 

The diagnosis made by Professor Otis was a Stricture o 
half inch from the meatus, and none at the membranous por- 
tion. The meatus was cut to 40, French scale, that being 
the capacity of his urethra, and in a few days he returned to 
Syracuse, every symptom mitigated, and in a few weeks all 
evidence of contraction of the urethra was removed, the urine 
cleared up, the nervous symptoms dissipated, and, in short, 
the patient cured. 

My patient was a gentleman of great intelligence, and his 
representation of the methods used to diagnose the difficulty, 
together with what I had incidentally seen, in the journals, 
of Professor Otis's views and practice in urethral surgery, 

' Read before the Medical Sociely of ihe Slate of New Yotk. June. 1B77. 
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added to my own g^rowing dissatisfaction with the results of 
treatment as universally employed by the profession, led me 
to a careful investigation of his methods of diagnosis, and 
treatment of Stricture. 

This review has brought me to the following conclusions: 

1st. That the means of diagnosis usually employed in de- 
tecting Strictures, is exceedingly faulty, as the bougie fre- 
quently fails to locate, or even to give the least indication of 
contractions that are causing serious disturbances. 

2d. That there is a definite relation between the circum- 
ference of the flaccid penis and the circumference of the 
urethral canal. 

3d. That this law established, the treatment of urethral 
Stricture is immensely simplified, and the chances of its per- 
fect cure greatly augmented, as by this law we know defi- 
nitely what must be accomplished to secure a cure, 1. ^., re- 
store the canal in its cntirctv to its normal calibre. 

4th. The metallic bulbs given the profession by Dr. Otis, 
furnish us with an unerring guide, accurately defining the 
faintest contraction, and enabling the surgeon to record faith- 
fully and treat intelligently every case that presents itself. 
This instrument is ver\* completely supplemented by the 
urethra-metre, which enables the surgeon to define with one 
instrument even- Stricture, and, by its dial, measure each 
contraction without changing instruments. 

5th. Having defined the contractions and ascertained the 
calibre to which the canal must be restored, what are the best 
means of securing the result ? It will be admitted that a 
Stricture consists of a fibro-plastic band surrounding the 
entire canal, resilient in character, with a tendency to recon- 
tract after dilatation. The end of all treatment has been to 
promote the absorption of the exudates forming these bands, 
which have interrupted the canal. It is not for me to specify 
the various methods which have been resorted to, to accom- 
plish this object, but it will not be disputed, that the profes- 
sion are nearly a unit in employing the system of gradual 
dilatation as giving the best results. Indeed, they speak of 
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curing Stricture by this method. But as to the best that 
can be done by this treatment, it is sufficient to quote from 
two authorities, which express the sentiment oiall the author- 
ities on the subject. 

Wade, of London, says : " Afterthe patient is pronounced 
rurfd by his surgeon, he is obliged to continue the system- 
atic use (always repulsive and often hazardous) of a sound or 
flexible bougie for the rest of his life." 

Hamilton, in his last edition of" Principles and Practice 
of Sui^ery." says, " that in whatever manner the relief of the 
Stricture has been effected, whether by dilatation or rupture, 
by caustic or incision, the result is the same, the Stricture 
will inevitably return, unless the use of the instruments is 
continued. Once a week, during th/' remainder of his life, the 
patient must introduce a sound or catheter of the size of No. 
12, or he may confidently anticipate, sooner or later, a re- 
newal of his troubles." 

With this opinion Dr. Otis takes issue, and asserts that 
'n no sense is a Stricture cured while such means must be con- 
tinuously resorted to, to keep patent the passage to the 
*>laddcr. Having given us an accurate method of diagnosing 
Strictures, he follows it with the general law of a definite 
•"elation of the circumference of the flaccid penis to the cir- 
^^Vjmference of the urethral canal, and to cflect a cure, this re- 
^^tion must be reestablished. 

My own experience, which now covers more than 100 
^^ases, corroborates the last statement in every instance. 
* ndeed, there is scarcely an exception to the rule, and in every 
^^ase where the relation has not been observed between these 
^Measurements, the operations I have made have required rep- 
artition. Finally, he has given us the best instrument yet 
Revised to overcome the mechanical difficulties to be en- 
countered. 

His urethrotome combines all the good qualities of a 
^ivulsor. and supplements it with a blade capable of most ac- 
curate adjustment; in this respect superior to the urethro- 
tomes of Maisonncuve and Civialc, as it may be expanded 
>7 
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to a degree sufficient to divide any Stricture fibres that may 
be traversed by its blade. Dr. Otis asserts that Strictures 
divided by this instrument, or by any other, in accordance 
with the irrevocable law, of complete division of every fibre, 
followed by the daily use of sounds of the full capacity of 
the canal, until all bleeding ceases, will accomplish a speedy 
cure. 

We have, by the propositions submitted, an accurate and 
scientific method of treating a dangerous and repulsive disease, 
instead of an arbitrary, unscientific and universally-conceded 
unsuccessful means of removing a common and distressing 
surgical malady. Professor Otis invites the profession to a 
trial of his methods, to an examination of his statements, 
and asks, that having examined and tested, we give the re- 
sults of our investigations and experience, that an intelligent 
opinion may be formed of what is conceded to be a new de- 
parture in urethral surgery, so that it may stand or fall by 
such honest and searching investigation. In accordance with 
this request I herewith submit a report of forty-five cases, 
nearly all of which have been recently examined, and the 
results of which are presented with an earnest desire that they 
may incite the examination the importance of the subject 
demands. 

The tabulated statement accompanying this paper con- 
tains a number of cases of special interest. 

No. 12 was a case of long standing, and had been treated 
with sounds for a considerable time, but when their use was 
relinquished, the contraction immediately reappeared, bring- 
ing with it a train of disagreeable and painful symptoms. 
The operations made have effected a perfect cure, as an ex- 
amination on the 19th ult. reveals not a trace of Stricture. 
The operation in this case was followed by a downward curv- 
ature, which persisted for more than a year. It has now 
ceased. 

No. 16 had been under my care for two years, constantly 
treated with bougies, and the Stricture persistently re-con- 
tracting. The patient is cured, as a recent examination 
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indicates a canal restored to its normal calibre at every 
point. 

No. 13 is a case full of interest, as showing the reflex effect 
o{ these difficulties, as the pain in his testicles and legs has 
been entirely removed for several months, but reappearing 
upon recontraclion. to disappear again upon severing the 
strictured bands. When the first two operations were made, 
1 was a novice in this method of treatment, and worked tim- 
idly. The last operation shows a satisfactory result, and, I 
believe, there will be no further return of his difficulty. 

No. 2 1 is a crucial test of the efficacy of thorough division 
of Strictures by incision, as this patient has been under my 
personal care for the last ten years, all of which time his 
Strictures were dilated from 12 to 15 English scale, and 
the sound constantly indicated contraction at the mem- 
branous portion. The bulbous sounds and the urethra-metre 
defined Strictures at the meatus, a second, at one inch, and a 
third, at one and three-quarter inches. These were cut by 
Ihe meatome and dilating urethrotome to 35 ; when a 34 
sound passed by its own weight into the bladder, without 
obstruction or resistance at the membranous portion — the ap- 
parent Stricture proving to have been wholly spasmodic. The 
result is entire recoverj-, with his urethra restored to its full 
capacity. It is more than a year since the operation, and on 
the 20th ult. there were no signs of recontraction. 

Nos. 3, 6 and 11 were cases presenting many points of 
great interest, but neither space nor time will permit me to 
comment upon them as they deserve. 

If in No. 3 a perfect result has not been secured, the im- 
provement is so satisfactory as to at least fill the patient with 
gratitude. No Strictures remain, the prostatic enlargement 
is very considerably diminished, the involuntary micturition 
ended, and manly vigor taking the place of feebleness of body 
and mind. 

No. 31 was followed by urethral fever of a severe char- 
acter, confining him to his bed for two weeks. All special 
treatment being suspended during the attack, it was followed 
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by considerable recontraction. The second operation was 
followed by no bad symptom. Recovery complete, as reex- 
amination one year after evinces. 

In two cases, 14 and 26, there was severe haemorrhage, but 
there was no difficulty in checking it. * 

In 26, it is singular that so soon after the operation, the 
diabetes should have disappeared. I do not know that it had 
any influence over the diabetic disease — it certainly did not 
if the difficulty grew out of cirrhosis of the liver, for this pro 
gressed to his death ; but if the disease depended upon cere- 
bral irritation, then it is altogether probable that it very 
greatly influenced it, if it did not entirely remove it. 

No. 42 is of special interest. At my first visit, July, 1876, 
I found this patient suffering from acute cystitis, nephritis and 
urethritis. His age was sixty. Twenty years prior he had 
had gonorrhoea. Had been treated within a few years for 
enlarged prostate. At this time he micturated every half 
hour ; bladder, however, could only be emptied by catheter. 
Otis's urethra-metre passed back to the bulbo-membranous 
portion, and turned up to 33 — not quite the capacity of the 
urethra — detected, on withdrawal, Strictures at 4f inches and 
others not well defined, because of the severe urethritis ante- 
rior to this. A No. 12 catheter passed without much diffi- 
culty. 

The inflammation increased until an abscess formed just 
anterior to the scrotum, and discharged urine and pus, leav- 
ing about four inches from the meatus, a fistulous opening 
through the raph^ into the canal. From this time the acute 
symptoms subsided, the nephritis gradually ceased, and con- 
valescence was established with the fistula remaining. May 
19th, ult. Operated to relieve the Strictures anterior to fistu- 
lous opening, of which there was one at 3} inches, calibre 34, 
one at 2 inches, 35, and another at I J inches contracted to 
34, cutting them all to 36. 

May 29th. All bleeding having ceased upon the passage 
of the sound, I operated to close the fistula, which was suc- 
cessfully done over a 36 sound. 
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An examination on the i8th inst., gave passage to a 36 
sound, without obstruction. No prostatic enlargement. 

The forty-five cases tabulated comprise less than one- 
half of those 1 have operated upon in private and hospital 
practice. My record shows over 100 cases, but many are 
now under treatment, and others have passed so far beyond 
my observation, that 1 have not included them in this state- 
ment ; but I may say, that I am yet to meet with the patient 
who complains of results attained, while to the medical gen- 
tlemen who have observed some of these cases to their con- 
clusion, it has brought convincing proof that we have entered 
upon a new era in urethral surgery : that the opprobrium 
may be removed of pronouncing a patient cured of a disa- 
greeable malady, and yet dooming him to the constant use 
of an instrument, always more or less painful, and often dan- 
gerous in its employment. 

There has been a remarkable immunity from accidents. 
In but one case have I seen urethral fever; in but two severe 
hamorrhage ; in but two cases have anaesthetics been used ; 
in but two cases have the patients been confined to their 
rooms beyond one day, and, on the whole. I am confident 
that accidents occur less frequently by this method than even 
by gradual dilatation. There is good reason for this. Nearly 
all, in fact all the authorities state, that Strictures more fre- 
quently occur near the bulbo-mcmbranous portion, and, con- 
scquently. sounds are passed the whole length of the urethral 
canal, whereas my statistics show that but a small propor- 
tion of Strictures occur in this vicinity, and when those 
anterior to the bulb are divided thoroughly, those in 
the bulbo-membranous portion are found to have been 
spasmodic. 

Another fact — all but five of my cases have a his- 
tory of gonorrhcea, many of them mild cases, yet they left 
their mark on the delicate tissues leading to the bladder, and 
finally developed into dangerous maladies. 

I will close my paper by calling attention to a few facts 
elicited by my tabulated record : 
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Normal Urethral Calibre. 

No. of Times. No. of Time& 

32 mm. in circumference 8 38 mm. in circamference I 

33 " " 540 " •* 4 

34 - " 15 

35 •* " 4 Total 45 

36 " " 10 

Locality of Strictures, 

First quarter inch .... 26 4J-5 J in 7 

}-iJin l85i-6Jin 2 

i\-2l\n 25 6J-7jin 7 

2j-3}in 37 

3j-4iin 21 Total 143 

Cures reexamined ; no recontraction 24 

Cures — Patient perfectly well when last heard from ; no re€xamination • 14 
Perfect relief for a length of time , return of symptoms ; reexaminations ; 

Stricture recontracted I 

Relief of most symptoms ; some remaining ; patient still under treatment. 5 

Partial relief I 



Total 45 



Date of reexamination. Cures reexamined. No recontractions. 

One month Z 

Two months I 

Four months ^ Z 

Six months 4 

Eight months I 

Nine months 2 

One year 8 

One and one-quarter years 2 

One and one-half years 3 

Two years i 

Total. 24 




The practical Talue of Prof. Pease's experience as shown in the foregoing 45 
Tibnlalcd Cases of Urethral Slriciure, appean to me to be very great, 
ipemedon by the meihod of Dilaiing Uielbretomy.iind in eiict conformity wiih 
the plans aQil lequinemenls which bave been described and enforced in the pre- 
vjoDS pages of this volume. Prof. Peaie bad received no individual inslruclion 
from mc in regard lo the operative meamres. Our only personal asiocialion at 
lliat lime consisted in three or four consul lax ions in special caiei. Beyond this 
bti only opportunities for becoming familiar with my views, experience, and modes 
of procedure, were through my contributions to the v.-iriuus medical journals, to 
■hich the entire profession equally had access. Prof. I'ense brought to the sub. 
ject a ripe suc^ical experience ; an earnest and generous spirit ; and a willitignesi 
to test fairly the truth or falsity of slatemenls in regard to vital points in genito- 
irinary surgery which I liad made with such positiveness that they became simple 
questions of veracity. The results of the independent ciperience of Prof. Pease, 
Ibos acquired, is shown lo have been productive of success, even belter than I 
liaTeever claimed, and 10 have cou firmed every alatemenl of mine in the minutest 
particulars. Located in an interior city where the persons operated on were res- 
idenu, many of whom had also been under his personal observation and treat- 
ment by old methods, for a long time previous to operation, his facilities for 
Icitning the antecedents of cases, and for malting re -exam in at ions were superior 
lo mine, and he has been thus able to conhrm, in the most positive manner, my 
dainii u to the raJkal curt ef Urethral SIriclure. 

in evidence of increasing interest in the subject, since the reading of his fa. 

P^kfoic ihe State Medical Society, in iS77> I am able lo state that In May, 
'SlB.duringa transient stay in Vienna, Piof. Pease gave demonstrations of 
■xpms. and of the capacity and uses of my instruments, and that, during the 
"me month, he operated by Dilating Urethrotomy, with success, in the Clinique 
<* ProC M. Vemeuil. of Paris. F. N. 0. 
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CHAPTER XIV. 

MEMOIR TO THE FREN'CH ACADEMY. 

IN July 1877, through the courtesy of M. Verneuil, of Paris, 
a Memoir was sent by me to the National Academy of 
France, embodying, in a form as brief as was consistent with 
fairness, the views, experience and discussions which are 
given at length in the foregoing pages. The results of the 
further study and experience in the nature and treatment of 
urethral Strictures, from the date of my address to the New 
York State Medical Society, in February, 1865, up to May, 
1877, were also added. 

In order to place fully upon record in this country the 
views and statements contained in this Memoir, I have thought 
it best to reproduce them in this place, making such alterations 
and additions as are necessary to bring the subject in full up 
to this date, July, 1878. 

My experience in the division of Strictures by the 
methods described, cover at this date (July, 1878), a period 
of nearly seven years, during which time I have operated by 
internal urethrotomy over six hundred times. In ninety-six 
cases at my clinique at the College of Physicians and Sur- 
geons ; fifty in my service at the Strangers, Charity and 
St. Elizabeth Hospitals, and the remainder in my private 
practice. One hundred of these cases comprising 203 opera- 
tions, carefully tabulated from my private records by my 
then assistant, Dr. J. Fuhs, were reported to the New York 
State Medical Society in 1875, and appear on page 106, et scq.y 
of this volume. One hundred and thirty-six additional cases 
recently tabulated from the same source and in the same 
manner will be found at the close of this volume, making a 
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total of 236 tabulated cases which Include the results of 373 
operations on urethral Strictures. The total number which I 
liivc performed and recorded up to June 30, 1878, is 635.* 

Thus far in operating with the dilating urethrotome (which 
"■as the instrument employed in every case, except when the 
Siricture was at the meatus). / luive not met tvitk a single 
itatk resulting from, or attributable in any u-ay to, the opera- 
lien. This statement will, I presume, be received with sur- 
prise by sui^eons who are practically unfamiliar with the 
operation by means of the dilating urethrotome. It must, 
however, be borne in mind ; r. That, in the greater propor- 
lion of cases, the Stricture did not encroach upon the urethral 
calibre sufficiently to interfere markedly with the flow of 
urine, and hence were not complicated to any great extent by 
disease of the bladder or kidney; 2. That vastly the greater 
number were anterior to the bulbo-membranous junction ; 
3. T/tat the incisions ivere never made with a blade exceeding 
2 m/n. in breadth. 

Dilating urethrotomy in France is necessarily associated 
with the name of M, Reybard, who first recognized the neces- 
sity of complete division of Stricture as essential to radical 
cure. By M. Rcybard's plan deep and long incisions were 
deemed essential, and the knife of his instrument measured 
nearly two eentitnetres on its cutting edge. Serious results 
after operation with this instrument were said to have been 
frequent. My dilating urethrotome, the blade of vhich 
shmild never exceed 2 mm. in width, was invented by me to 
meet special cases occurring in my practice. It was made 
and had been in use for nearly two years before I knew of 
the invention of M. Reybard. My first idea, and which has 
not yet been materially departed from up to the present 
time, was, by means of a dilating apparatus, to fix and 
thin the Stricture, so that a slight incision would suffice 
to sunder it. My plan has been always to avoid deep incis- 
ions, and as far as practicable to ai'oid dividing healthy tis- 
* I lu>e ilta operaled upon quile a number of cnscs in ihe praclicc of olhei 
the Kcoriltof which are nol included tn this number. 
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sues. To these facts and to the peculiar character of my ope- 
rations I attribute my great immunity from surgical accidents. 
Between the years 1874 and 1876 I made various changes in 
minor points about my dilating urethrotome, with a view to 
increasing its ease of application, and the safety of its use. 
The chief alteration from the original was the attachment of 
a guard to the summit of the blade, in order, after the plan 
of M. Maisonneuve, to divide only stricture-tissue. After a 
time, however, it was found that slight and resilient Strictures 
often escaped complete division, and always unless the over- 
distension was very great. I therefore removed the guard 
and concealed the blade in a slit at the end of the shaft. I 
likewise had the instrument made straight and short, for 
more convenient use in the straight portion of the canal 
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where, fortunately, according to my observations, much the 
greater proportion of Strictures are to be found. 

Heretofore all operations by internal urethrotomy have 
been performed as a last resort, after failure to obtain relief by 
other methods. It thus happens that a very large proportion 
of such cases have been the subject of advanced disease of 
the bladder and kidneys. The simple introduction of a sound 
or catheter where such organic disease is present has not un- 
frequcntly caused urethral fever, suppression of urine and 
death. It has therefore come to pass that the operation of 
internal urethrotomy, necessitated in these desperate cases, 
has been held responsible for fatal issues which were likely to 
result from any mode of interference. I am able to state with 
confidence, that complete division of all Strictures anterior to 
the bulbous urethra, (/. e. from five to six inches) by dilating 
urethrotomy properly performed, is one of the simplest and 
safest of all surgical operations ; that in the very largest pro- 
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portion of cases it is uncomplicated by a simple accompani- 
ment which can be termed an accident, and that therecover>- 
is, as a rule, practically complete in from three days to a fort- 
night after the operation — the variation depending upon the 
number, depth and calibre of the Strictures. 

Even in cases of organic disease of the bladder and 
fcitlneys. division of Stricture in the ante-bulbous urethra, 
(strictly avoiding the passageof any instrument into the blad- 
der) is less perilous than the passage of a catheter or sound 
through the deep urethra either for relieving a retention, or 
for purposes of dilatation. 

I am able to state, still farther, that the very great majority 
of all supposed deep Strictures presenting for treatment are 
anterior to the bulbous urethra. In the ist series, {one hundred 
tabulated cases.) Stricture was found beyond five inches from 
the urethral oiifice. fourteen times (page 97), In the second 
series, 137 cases, only eleven limes. 

Prof. Brown (p.ige 243) states that" out of nearly lOOStrict- 
urfs, including many thai are usually considered impermeable at 
■t 75 per cent, tvere found within the anterior 4^ inches'' 
pTo(. Pease (page 263) shows that " out of 129 Strictures 
7 -were at or posterior to the bulbo-mcmbranous junction" 
It is greatly due to an appreciation of this fact, that opera- 
tion in the deep urethra is so rarely necessary ; this renders 
the risk of operation for by far the greatest number of ure- 
thral Strictures, comparatively insignificant. 

This statement is eminently proved by my own experience 
with not a death in over 63; consecutive operations. 

Dr. Mastin's experience p. 348 in 296 " " 

Prof. Brown's, page 237, over 300 " " 

Prof. Pease, p. 263 over 100 " 



Thus making a grand total of 1331 operations, conseculive- 
f, without a single death or permanent disability of any sort. 

While, however, it is true that very much the largest 
pr-iportion of cases in which Strictures are divided by dilating 
urethrotomy are quite free from complications, yet from the 
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very nature of the structures involved it will be seen that care, 
judgment, and experience, are necessary in the procedure, to 
anticipate possible accidents. A certain amount of haemor- 
rhage of necessity occurs where vascular tissues are incised. 
This is so certain and so readily controlled, and so often ceas- 
ing spontaneously in a few moments, that it cannot be looked 
upon as an accidenty unless in spite of the ordinary measures 
used to control it, an excessive quantity of blood is lost. In 
the summary of the 236 tabulated cases at pp. 106 and 324, it will 
be seen that this accident occurred only four times, and that 
in each instance the operation was in the deep urethra, always 
posterior to five inches. Inasmuch, however, as such cases 
are liable to occur in the practice of others, I shall present my 
entire experience in this accident, and also in the other acci- 
dents or complications which may be met in operations look- 
ing to the complete restoration of contracted urethrae in 
every part of their course. 

1st. Hcemorrhage, This is likely to be most free where the 
Strictures divided are narrow and resilient. In these over dis- 
tension to an unusual extent is occasionally required in order 
to divide the Stricture completely. The wound may thus 
extend well into the trabecular structure of the corpus spon- 
giosum. In such cases, the haemorrhage does not usually 
occur at once, but during a subsequent engorgement or partial 
erection of the penis, hence most commonly at night. To 
guard against this accident all patients should be required to 
remain in bed or on a lounge for a day or two subsequent to 
operations on the anterior portion of the urethra, say as far 
back as three inches from the meatus. In all cases where the 
operation is in the near vicinity of the bulb, or in the curved 
portion of the canal, the recumbent position should be insisted 
on for three or four days and a strict surveillance until all 
danger of haemorrhage has passed, which I do not consider to 
be less than one week. When an attendant is not available a 
soft rubber tube one or two sizes smaller than the normal 
calibre of the canal, may be inserted and retained by a light 
bandage for one, two or three days, according to the necessities 
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in any given case. If the tube is not worn from the first it 
may be introduced to protect the surfaze of thi: wound during 
urination, for a day or two. In very sensitive persons, I have 
had the bladder habitually emptied by means of a small 
soft-rubber catheter. Contact of the urine with the fresh 
incisions, often painful, may be thus avoided, with the addi- 
lional benefit of preventing the liability to urethral {ever. 
The occurrence of urethral fever, however, rarely follows 
operations in the penile urethra. An admirable method of 
arresting ha;morrhage in the pendulous urethra and especially 
at or near the meatus urinarius has been devised by Dr. 
Geoi^ K. Smith, Prof, of 
Gcnito-urinary diseases in 
the Long Island Hospital 
Medical College. This 
consists of pressure applied 
to the sides of the penis 
by two thin pastc-board 
splints, an inch or so in 
width, padded with cotton, '''"'^- smith's comphessoh. 

and encircled, when in position, by half-a-dozen narrow India- 
rubber bands. Small notches in the splints keep the bands 
from slipping and the amount of pressure may be easily regu- 
lated by the number or size of the bands, I have never found 
il necessary to make enough pressure to give the patient any 
discomfort. Simple separation of the splints is sufficient to 
permit urination without removing them. 

Hemorrhage from division of Stricture in the deeper por- 
tions of the canal, from the difficulty in retaining a tube, or in 
making efficient external pressure, is sometimes embarrassing, 
especially so as the efforts to arrest it may cause the blood 
to be forced backward into the bladder. I have never failed 
to appreciate the liability to this complication whenever 
operating near the bulb or in the curved portion of the 
urethra, and have been so fortunate as to have met with but 
four cases in my own experience : three from internal ure- 
throtomy, and one from combined internal urethrotomy and 
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external perineal section. The first case was in 1874, in a 
patient, at the Roosevelt Hospital, who had a close Stricture 
extending quite to the prostatic urethra. A heavily guarded 
Maisonneuve blade 6 mm. in breadth was adapted to my first 
urethrotome and used in the expectation that nothing but 
Stricture tissue would be divided. The operation was fol- 
lowed by haemorrhage into the surrounding urethral tissue 
and into the bladder, and was soon complicated with reten- 
' tion of urine. To relieve this, and to afford exit to the ex- 
travasated blood, and also to effectually command the point 
of haemorrhage, I made the perineal section. The patient 
made a slow but complete recovery, and wrote me a year after 
that he had no return of his Stricture. This was the first and 
last use of so broad a blade. Two to three millimetres breadth 
have since been found sufficient for a guarded blade and two 
for a blade unguarded. 

The second case occurred in February, 1877, after external 
perineal section for deep-seated Stricture, and internal dilat- 
ing urethrotomy for several Strictures in the penile urethra. 
On the 1 2th day, the external wound having nearly healed, 
copious haemorrhage from the deep urethra occurred several 
times, but was readily controlled by a few moments* pressure 
against the perineum, and by means of a finger in the rec- 
tum. Recurrence took place, however, frequently, and on 
the third day (/. e, the 15th after the operation) I was called 
in consultation, and found the bladder distended with blood 
nearly up to the umbilicus. 

Introducing a No. 34 F. silver catheter, I emptied the 
bladder of nearly three pints of clotted blood and urine, and 
left the catheter in. No further haemorrhage occurred, the 
catheter was retained, without great discomfort, for nearly 
three days, and beyond setting up profuse urethral discharge 
produced apparently no bad effects. 

The third case occurred in June, 1877, where two very 
resilient Strictures of large calibre (defined by a 34 F. bulb 
in a urethra of 40 F.) were divided, at five and six inches from 
the meatus. The lux:morrhage came on about an hour after 
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1 attempt at urinatio; 
was absolutely intolerant of a sound in his urethra, and resisted 
the introduction of ice into the rectum. 

No external application of ice, nor any pressure with the 
finger or by compresses retained by bandages passing around 
the hips, nor the free internal use of matico could effect more 
than a temporary arrest of the haemorrhage. This was quite 
free, alarmingly so at times, issuing externally with a gush, 
at intervals of several hours, and also oozing more or less 
steadily into the bladder. During the two days of its con- 
tinuance the bladder was thrice emptied of clots which caused 
severe and persistent vesica! tenesmus. By this time the 
patient was considerably exsanguinated, and it became evident 
that a fatal issue threatened unless the haemorrhage was soon 
arrested. Preparations were then made for an external 
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perineal section, in order to gain direct access to the bleeding 
point, when the sight of an old crutch in the adjoining bath- 
room suggested a mode of relief which proved efficient. A 
folded towel was placed in the perineum, and to it the 
curved shoulder piece of the crutch was applied, bringing its 
other end down against the foot-board of the bed. The 
weight of the patient's body gave the desired counter pressure 
which he could regulate at wilt. Not the slightest oozing of 
blood occurred after this, and the patient made a prompt 
recovcrj'. A board of proper length and width sufficiently 
padded would answer the s.ime purpose in a similar case. 

The fourth instance was in a man who had been operated 
on in Syracuse, by Prof. Pease, for close and dense Strictures 
It various points in the canal, from the meatus to the pros- 
tate. Re-contraction had occurred, and a second operation 
was done in one of the principal New York hospitals with 
^^^ like result. Through the invitation of the visiting surgeon in 
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charge of the case, I was invited to do the third operation, 
in March, 1877. All the anterior Strictures were divided, 
raising the urethral calibre from a filiform size, to which the 
urethra had re-contracted, up to 36 F. The operation was 
commenced with the urethrotome of M. Maisonneuve and 
completed as far as the bulb with my straight dilating ure- 
throtome. Two Strictures were ascertained to be present, at 
six and six and a half inches, of a calibre of 30 F. The danger 
of haemorrhage from the division of these Strictures was fully 
recognized, but the crutch used in the previous case with so 
much success was relied upon to arrest it, and the deep 
Strictures divided to 36 F. Quite free bleeding followed 
and was thought to come chiefly from the anterior incisions. 
Pressure was made by a broad bandage around the penis, 
and the patient was taken from the operating room to 
his bed in the ward. An attempt was made to apply 
pressure in the perineum by means of the crutch but in- 
stead of a foot-board there was only an iron rod at the 
foot of the bed and so much delay ensued in arranging a rest- 
ing place for the lower end of the crutch that the bladder 
became distended with blood nearly to the umbilicus, and 
solidly coagulated. Perineal section was considered but the 
man's pulse was good, and it was thought that the pressure of 
the distended bladder might act as a preventive of farther 
serious loss. An hour later my large 34 F. silver catheter was 
introduced and retained without trouble, for tweri^y-four hours, 
when a sharp urethral chill set in ; this passed off, however, 
and the catheter was retained for 24 hours longer; when re 
moved, some twenty ounces of clots were discharged from 
the bladder. The patient did perfectly well, and when re- 
examined by me about a month after, presented no trace of 
Stricture. 

In order to prevent as far as possible the recurrence of em- 
barrassment and trouble from lack of suitable appliances and 
their ready adaptation in cases of deep haemorrhage, I con- 
trived an apparatus which I have termed the perineal tour^ 
niqiict. By reference to the accompanying cut it will be 
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amount of pressure r 
bear upon the perineal urethra by means of the thumb screw 
attached to the hard rubber perineal pad, counter- pressure 
being secured through the attachment of the perineal straps 
to a band around the body just above the hips. I have al- 
ready had occasion to test the efficiency of this apparatus in 
a case, (the only one of the kind in 
my experience,) where a haemorrhage 
came on ten days after the operation. 
It occurred in the daytime and im- 
mediately following urination, and 
about four ounces of blood were lost. 
The introduction of a rubber-tube 
stopped the hemorrhage at once and 
completely, but as the deepest Stricture 
operated on was at about four inches, 
in order to leave the patient in secur- 
ity in charge of an attendant I applied 
the perineal tourniquet. Its action 
was simply perfect. Placing a folded napkin on the perineum, 

"le apparatus was adjusted and pressure by means of the rub- 
ber pad was brought to bear upon the urethra at this point. 
A pressure, more than sufficient to cut off all possible com- 
munication between the bladder and the urethra as far as the 
membranous portion, was borne with comfort, and the degree 
of pressure was fully under the control of the patient by means 
of the thumb-screw which was within his easy reach. The 
security against danger from hemorrhage which this appara- 
tus is capable of affording, is apparently complete in all cases 

'here the division of urethral tissues is not beyond the 
Wmbranous urethra. It also prevents any haemorrhage into 
the bladder from division of tissues anterior to this point, as 
might occur through pressure from any cause, anterior to the 
bleeding point. The tendency to hiemorrhage in all cases is 
greatly lessened by an application of cold water by means of 
doths or, what is better, through the cold water coil,* 
* Nole. — Cold water coil, p. 104. 
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In the two cases of severe haemorrhage, following internal 
division of Stricture in the deep urethra, the operation was 
done with my small straight urethro- 
tome, with the curved probe-point at- 
tached to facilitate its passage beyond 
cuBVED-PHOBE POINT. the triangular ligament. 

While this urethrotome, according to my experience, is 
A the most efficient for complete division of 

^L Strictures in all pnrts of the urethra, I have 

^1 sometimes used the bulbous urethrotome first 

\W used in 1874, and presented to the profession 

' in my pamphlet on " Instruments and Appa- 

ratus," May, 1875. 

This in shape is like the bulbous sound, so 
constructed that, after passage through a Strict- 
ure, a broad blade two to three mm. in breadth 
concealed in the bulb is drawn for^va^d through 
the contracted point, by means of a handle 
which traverses the hollow shaft of the instru- 
ment. The blade is then pushed back through 
the Stricture into its place of concealment, and 
the instrument withdrawn. If the bulb has 
been of sufficient size to make firm resistance 
on attempted withdrawal before, and meets 
with none after incision, it is probable that the 
test by a bulbous sound of the size of the normal 
canal will show that the division has been com- 
plete. The bulbs of this urethrotome are readily 
changed, and range in size from 20 F, to 40 F. 
For the division of narrow and dense Strict- 
ures in the deep urethra, this instrument is often 
efficient, but it lacks the certainty of action 
which characterizes the dilating urethrotome. 
Where, however, it is employed, the incisions 
are confined more completely to the cicatricial 
tissue, and, consequently, are less often followed 
by troublesome haemorrhage. 
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A somewhat similar instrument, devised by Prof. S. W. 
Gross, of Philadelphia, and described in the second edition 
of "Gross on the Urinary Organs," 1S75, is highly commended. 
My own experience is against the complete efficiency of the 
instrument in any but exceptional cases; at the same time, I 
would endorse it as safest in the division of deep Strictures, 
since it docs less violence to the parts, and even is less likely 
to cause constitutional disturbance, while occasionally it 
effects a complete sundering of the Stricture. 

I have been thus particular in considering the accident of 
hemorrhage in connection with dilating urethrotomy, not 
because tt is frequent, for it will be seen that only two grave 
cases have occurred from internal urethrotomy alone out of 
more than 600 operations {I exclude the Roosevelt Hospital 
case, as this was due to the error of too wide a blade, since 
corrected), and that in none was the haemorrhage fatal. I am 
thus strenuous in calling attention to this matter because 
such an accident may occur in any case of division of deep 
Strictures and it therefore becomes important to manage every 
such case as if hemorrhage were expected, and to have in 
readiness and be familiar with all the measures which arc 
found efficacious in relieving anxiety and danger from this 
cause. 

Urethral fever perhaps stands second in the order of 
accidents or annoyances occasionally following dilating ure- 
throtomy. In 375 operations, tabulated on pages98and3l7, it 
was noted in 18 cases. This condition, or epi-phcnomenon. if 
it maybe so called, is ushered in with a chill which lasts from 
a ffw minutes to an hour, and is followed by a rapid rise in tem- 
perature, sometimes to 105°. This continues for a few hours, 
when it declines rapidly, and is succeeded by a more or less 
copious perspiration. The return to a normal condition and 
temperature ensues in different cases in from !2 to 48 hours. 
In a word urethral fever is, in its symptoms and phases, the 
perfect analogue of periodic malarial fever, and is to be 
treated in the same manner. 

I quite agree with Prof. Thomas R. Brown, in the state- 



k 



288 DILATING URETHROTOMY. 

ment in his interesting paper on Urethral Fever published in 
the N. Y. Med. Journal for Feb. 1878, that it is purely of re- 
flex origin, and depends upon local irritation, and that when 
following upon a urethral operation is usually caused by the 
contact of the urine with the wounded surfaces. This is evi- 
dent from the fact that the chill rarely comes on until after 
urination, although this may be delayed for 10 or 12 hours after 
the operation, and moreover, it may frequently be prevented 
entirely by drawing off the urine with a small soft rubber 
catheter, for two or three days. The fact, however, that the 
simple, easy and bloodless passage of a catheter may be, and 
not infrequently is, followed by an access of urethral fever, 
shows that any sort of irritation may induce it. I do not 
coincide in the opinion that ** no condition of health appears 
to exempt from, or predispose to the attack." I should say 
that in persons of highly nervous temperament the predis- 
position to urethral fever is the rule, and any slight mechanical 
interference may give rise to it. Malarious antecedents in- 
crease in a marked degree the probability of its occurrence. 
The presence, likewise, of any disease, acute or chronic, of 
the deep urethra, prostate gland, bladder or kidneys, is a very 
great and unmistakable predisposing cause. I, therefore, 
hold that the previous recognition of any of these conditions 
is of the highest importance in the treatment of urethral 
Stricture by any method, and, further that, in cases of long 
standing urethral trouble, and in all elderly persons, the pas- 
sage of any instrument through the urethra into the bladder 
should never be attempted without a preliminary examination 
of the patient's urine to determine the state of the bladder and 
kidneys. 

The predisposition to urethral fever in persons as above 
described, suggests that all possible precautionary methods 
should be used to prevent this accident whenever, as is some- 
times the case, surgical interference becomes imperative. To 
this end rest in the recumbent position for a day or two is of 
value. Hot sitz baths, temp., 1 10 for 3 or 4 minutes morning 
and night. Muriated tincture of iron and tonic doses of qui- 
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nine in persons of debilitated habits. Immediately previous 
lo the proposed operative procedure I am in the habit of ad- 
ministering five to ten grains of quinine {preferably lo) in pill 
or capsule, or instead of this, a suppository composed of ten 
grains of the bisulphate of quinine and a quarter of a grain of 
the acetate of morphine,* It is not from the fact that urethral 
fever in such cases is more likely to occur, and with possibly 
greater severity, than in- healthy persons that this predisposi- 
tion is important, but because when it does occur, the danger of 
the reflex irritation extending to the ureters and kidneys, and 
inducing a suppression of urine, is greatly increased, and that 
suppression so induced is frequently and rapidly fata!. 

Suppression of urine is recorded in one case, as result- 
ing from the combined operation of dilating urethrotomy 
and perineal section. Here it may be interesting to note that 
the operation was done in the face of the fact {ascertained 
by repeated examination of the urine) that the patient 
was suffering from Bright's disease of the kidney, as shown 
by the presence of hyaline and granular casts with albumen 

Opiniens of aullion, in regard lo the value of quinine in avetling urelhral 
■re gr(a.Il]r at vBriaiice. some placing great reliance upon il. olhers again 
Ihe leasi pinsible influence. My own opinion is, that while ihis as well 
any othvr known agent occasionally falls to prevent lis accession, in the great 
of caiej il* favorable inlluence Is demonstrable. I « ill cite a single in- 
Mt. Y. wu a MiBerer from traumatic Stricture at six inches from the 
He had been under irenlmenl b^ dilatation for several years, and stated 
lat in every instance when dilatation was made by solid sounds ot sofl 
bongtci. unlets be took five grains of quinine at the same time, it was followed, 
within * few honri. by a severe chill sometimes lasting an hour or more, and suc- 
ceeded by fever and sweating. That whenever he took quinine he invariably 
ipett. Krom that time until the pment. tome six years.he has been subjected. 
the periodical introduction of instruments, usually soft bougies. On about 
[ring this period he has forgotten lo take the quini 
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I dooen dilTeTent 
A Hch time, Ihe dilatation has 
M dilkUlion in this case has usually been car 
jtB- dream.) during a period of ten days, insli 
■1 of about three months would be allowed 
an lo about lo F. would take place and the 
re to be repeated. The nature of this palien 
ndaacc, has, for ihii long period, pieventeil n 
■relhiuiomy. 
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ed by an attack of urethral fever, 
■d from 10 F. lo 30 F, (in a penis 
^vcry other day. Then 
elapse, by which time recnn- 
ne round of dilatation would 
business, necessitating daily 
ri lo the opetaiioo of diUiing 
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in the urine ; also that he had been confined to his bed witbf 
abscesses (caused by extravasation of urine behind Stricture 
for nearly two years.* 

The recovery was complete, re-examination 3 years latei 
demonstrated the radical cure of the Strictures. 

An occasional annoyance associated with the operation, 
and most liable to occur in patients of hypersensitive organ* 
ization, especially subjects of prostatorrhcea or sexual irritai 
bilityis from p.iinful erections, coming on chiefly at night, ■ 
similar to those of acute gonorrhoea. 

INXURVATION OK THE PENIS during erection is an occa- 
sional sequel, being caused by an inflammatory thickening 
along the superior surface of the urethra at the point of op- 
eration, where more or less discomfort may be experienced, as 
during erection this part becomes tense and salient. 

In 4 cases out of 136 this condition persisted for several 
weeks, in one for about four months, finally disappearing with-tJ 
out special treatment. In one case, after the incurvation ha^l 
lasted a year, I succeeded in relieving the tension by operative! 
measures. Taking advantage ofthe knowledge gained by M. 
Reybard in his experiments on dogs {1. e, that transverse 
sections of the urethral tissues resulted in Stricture, while 
longitudinal incisions were not open to that objection) I de- 
vised an instrument, or. rather, I modified my first dilating 
urethrotome (page 35) so that while distending and fixing the, 
urethral tissues firmly, I might divide them in a diagonal iiiH 
across thesuperioraspect of the canal. The accompanying cu^ 
will give an idea ofthe 



modified instrument. 
With this, I succeded in 
dividing the cord com- 
pletely, giving immedi- 
ate and perfect relief in onal owkio-s. 

* In ihis cose, aftcc complete suppression foe 34 hoara, resisting lieatment bf 
cups over the loini, hoi air halhs. hot romcnlatinn, etc, the secretion wu ^tpt^ 
Tcnlly Rsloitd by the ndministration uf 30 gnlns of cnlomel. in accordance witb 
' suggestion ia regard lo such cases from Ptof. Willard Parker. 
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one case (when the incurvation was so great as to prevent 
connection), and immediate though only partial relief to the 
other, which, however, was finally restored through absorption 
following the operation. It may be interesting to note here 
that the diagonal ineision was not followed by Stricture. 

In the four cases, where the incurvation persisted, the 
operation causing it, was done during the existence of high in- 
flammatory action : in one case tlie acute stage of a gonorrhoea 
had been prolonged by the presence of Stricture, for more 
than four months. In two cases deeply seated Strictures had 
Ifleccssitated unusually deep incisions into the urethral and un> 
■lying tissues. Usually this result of inflammation gradu- 
ly passes off after a few days, as in an ordinary- gonorrhceal 
cJlordee. Occasionally, however, the plastic exudation thrown 
out becomes more firmly organized; several weeks may 
occur before the deposit is completely removed. In such 
cases it is common for the gleet to persist until the erections 
no longer occasion discomfort. The external application of 
» ten per cent solution of the oleale of mercury has seemed 
to hasten the disappearance of the plastic deposit. I have 
wet with certain rare cases where the tendency to forma- 
tion of inodular tissue, at points of injury, was excessive, 
lulting in overgrowth which, when occurring at the site 
a urethral Stricture, has produced more or less permanent 
fonnity where no operation (except dilating with bougies) 
has been performed. 

Sponcio-Corporitis.— In four cases I have seen a slight 
swelling and soreness at the point of operation apparently 
due to inflammatory swelling of the corpus spongiosum in the 
immediate vicinity of the wound. This I have ventured to 
nil a spongio^orporilis ; and while 1 have always felt some 
iety lest a localized abscess mipht result, the complication 
passed off entirely within a few days, under the ordinaiy 
treatment used after alt operations. Stilting, a German author 
of celebrity, in speaking of cases of urethrotomy by the old 
methods has observed something similar, and attributes it 
10 the action of urine or pus or to a localized infiltration of 
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urine in the tissues of the corpus spongiosum. Stilling's ex- 
perience has evidently coincided with mine in regard to its 
temporary character. . In his great work on Stricture of the 
Urethra (Cassel, 1870), page 1013, chapter on Rational Treat- 
ment, he says " infiltration of urine after urethrotomy can only 
occur if the flow of urine is prevented by coagulated blood 
or other causes. It is therefore of the greatest importance to 
remove any obstacle which might prevent the free escape of 
urine. This can easily be done, and if infiltration of urine 
should occur after internal urethrotomy, it is the surgeon's 
fault and not a necessary consequence of the operation. The 
same may be said of pus. The introduction of a catheter 
into the urethra prevents all these consequences, urine and 
pus escaping between it and the urethra." 

If infiltration of urine has ever followed any operation by 
dilating urethrotomy with my instrument, it has only been 
of the limited degree producing a temporary and localized 
spongio-corporitis such as that just described. Bearing in mind 
however the very positive statements of Stilling as to the secu- 
rity against such accidents by keeping the urethra patent after 
operation, I have been in the habit of introducing a full sized 
sound daily for tHe first three or four days, and on the occur- 
rence of any swelling, in addition to this to draw off the urine 
with a soft catheter, and wash out the urethra with a weak 
solution of carbolic acid until the swelling and tenderness 
have subsided. My own opinion in regard to the localized 
swelling is that it is caused by irritation of the parts in im- 
mediate locality of the incision by contact with acrid urine, 
and has been so rare, of so little discomfort and apparently of 
so little importance that I have not noticed it in the tabula- 
tion of cases. 



CHAPTER XV. 



STRICTURES OF LARGE CALIBRE. 

IN this place I desire to call attention to the pernicious 
effects of Strictures but slightly invading the urethral 

I lumen, and for the purpose shall relate a single typical case 

[ vhtch is fresh in my experience. 

Mr. A. D., aged sixty-four, came under my care complain- 
ing of a slight urethral discharge and a sense of irritation at 
the neck of the bladder. He had had no recent venereal con- 
tact, but had experienced several gonorrhteal attacks in early 
life. Examination showed a penis 3I inches in circumference, 
and a meatus urinarius of a capacity of 32 mm. Examination 
with the urethra-metre demonstrated a normal urethral calibre 
of 36 ram., and detected three narrow bands of Strictures at 
between two and three and a half inches from the meatus, each 
of the value of 6 mm. I advised immediate division of these 
comparatively insignificant Strictures, explaining and asserting 
my belief that the urethral discharge and the irritation re- 
ferred to the neck of the bladder were a legitimate result of 
the holding and detention of gouty urine or its debris behind 
these barriers. Mr. D. declined any operative procedure 
with considerable warmth, and a palliative treatment {al- 
kahne and diluent) addressed tc his gouty diathesis was 
adopted. Improvement in the quality of the urine, which 
soon took place, caused a temporary relief from the irrita- 
tion, and the discharge, which had never been profuse, grad- 
ually disappeared. The irritation returned, however, ai the 
least indiscretion, and I was consulted about it every few 
weeks until February 3d. 1877, when he again presented, not 
only with return of the discharge and irritation at tfie neck 
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of the bladder, but with pain in the glans penis and frequent 
painful urination. A small amount of pus was also found 
in the urine. Recognizing the fact that the urethral inflam- 
mation had extended to the bladder, I at once put Mr. D. to 
bed, and by posture, milk diet, local and general sedation, 
did what I could to afford relief. Notwithstanding this, a 
general cystitis supervened with great prostration, and came 
very near terminating his existence. He finally recovered 
(after some six weeks in bed), so that pus was no longer seen 
as a sediment in his urine, and urination occurred only once 
in six hours. Mr. D. was then sent to the seashore ; there 
he improved in general condition up to June 2d, when he 
returned, complaining of a recurrence of old irritation and a 
gradually increasing frequency of micturition. This, as on 
former occasions, was preceded by, and now associated with, a 
slight, painless, purulent discharge. I advised a prompt di- 
vision of the Strictures, claimed by me at the outset to be the 
cause of the urethral and vesical trouble, and now believed 
by me to-be restoring the grave perils from which my patient 
had scarcely escaped. The gravity of any operative proce- 
dure in the face of threatened or advancing cystitis was fully 
appreciated. Professor Thos. M. Markoe (who previously 
had seen the patient with me during the height of the acute 
inflammation of the bladder) was called in consultation. 

Notwithstanding the age of the patient (sixty-four), and 
his still somewhat feeble condition, resulting from previous 
disease, and the imminent threatening of another attack of 
acute cystitis, it appeared so evident that the return of trou- 
ble depended upon the presence of the Strictures that an im- 
mediate operation was decided upon. 

In the presence and with the fullest approval of Professor 
Markoe, I divided the meatus from 32 mm., so that a bulbous 
sound of 38 mm. was freely admitted. No. 36 was then passed 
easily down 2^ inches, where it was arrested by the first 
Stricture. The (my) dilating urethrotome was then intro- 
duced so that when dilated its blade would rise just behind 
the posterior of the three Strictures previously measured and 
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Ljocated between 2} and 3I inches. The instrument was then 
*ltirned up to 38 and the Strictures divided. No, 36 bulb was 
then passed easily through the entire canal to the bulbo- 
membranous junction, and, on withdrawal, demonstrated an 
entire freedom from Stricture. The urine was then drawn 
I'ith a soft catheter and six grains of quinine administered. 
(The hemorrhage following the operation was insignificant. 
lA slight chill occurred about si.\ hours afterwards, immedi- 
Laicly following the act of urination; this apparently occa- 
IsioRcd a rise in temperature of two degrees (101) for a few 
1 bours. Aside from this there was not the least constitutional 
disturbance and but slight pain on urination. Within twenty- 
four hours the intervals between the acts of urination had in- 
creased from two to three hours, and by the fourth day to 
six hours. 

On the seventh day after the operation he was dressed 

I and. walking about, and claimed not to have been so wholly 
free from discomfort since his original irritation, more than a 
year previous. The intervals between acts of urination grad- 
'Ually increased. The urine became more and more free from 
yus without other treatment than that directed to general 
Itealth, so that in a month he was apparently well in every 
respect ; micturition once in five or six hours, and urine free 
from pus as a visible sediment. A few pus cells still found 
hy microscopic examination. 

(October 7, 1S77, Mr. D. called at my request for a reex- 
Smination of his urethra. The urethra-metre was introduced, 
closed, to the bulbo-membranous Junction, turned up to 36 F., 
ind by gentle traction drawn through the length of the 
|>cndulous urethra without meeting with the slightest resist- 
■nce, thus demonstrating the complete absence of Strict- 
ure, over three months from the date of operation, no instru> 
tnent having been introduced in the interval. Recovery from 
the cystitis may be said to have been complete, although 
under the microscope a few pus cells arc still found. There 
are also a few hyaline casts, but the case appears to me to 
prove fully the possible influence of Strictures of large calibre 
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in producing urethral inflammation, which, extending by con- 
tinuity of surface, may produce a cystitis, and even a nephritis. 

In the foregoing case I feel confident that an early divis- 
ion of the Strictures would have cured the urethral inflam- 
mation by removing its cause, and that this would have pre- 
vented the cystitis in the first instance as surely as it subse- 
quently did. The urethral discharge, which had been more 
or less profuse for the year previous, disappeared entirely a 
short time after the division of the Strictures, and has not 
been seen since. 

Up to June 1878, this gentleman has remained well in 
every respect, not the least trace of pus or casts in the urine, 
and a critical examination of the urethra gave not the slightest 
evidence of re-contraction at the site of former Strictures. 

Urinary Infiltration and perineal abscess not unfre- 
quently occur as the result of Strictures which do not greatly 
impede the passage of urine, and through which an ordinary 
sound can be easily passed. The rupture .of the urethra behind 
a Stricture, from urinary pressure, rarely if ever occurs. A 
urethral follicle constantly bathed in the irritating debris 
behind even a slight contraction, finally becomes involved in 
an inflammation of its deeper structure, suppuration follows, 
the urethral wall is penetrated and urine finds its way through 
the minute opening thus formed into the surrounding cellu- 
lar tissue. Let me cite a case, which will serve to exemplify 
this statement in a striking manner. 

Mr. Z., aged twenty-seven, a patient of the well known and 
accomplished surgeon, the late Dr. Julius Thebaud, was seen 
by me in consultation in February 1875, with the following 
history. Gonorrhoea twelve years previous, recurring gleet 
for four years, urethral Stricture recognized, treatment by 
steel sounds, size No. 24 passed with some pain. This was 
repeated at intervals of several days for a month ; dilatation 
not well borne, pain and increase of discharge following. A 
few days previous some uneasiness in the perineum was com- 
plained of and a slight swelling was detected in that locality. 
Circumference of penis 31-. Strictures defined, one at 2 
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,«■ at 3 inches, 24 F., one at 4 inches, 2S F. It 
opinion that a. follicular ulceration had occur- 
red behind the deepest and largest Stricture (size 28 F.) ; 
that in this manner the urethral wall haJ been perforated ; and 
that extra%-asation of a limited amount of urine had taken 
place (an accident similar to that described by Dittel in 
Pltha and Billroth 's Handbook of General and Special Surgery 
oL, 2d div., 6th Book, page — .) In this case immediate 
.emal perineal section was imperative for security against 
i^iblc sub-^cial extravasation. A general consultation 
at once called, consisting of three more surgeons. After 
careful examination the presence of pus was considered proba- 
ble, but doubts were expressed as to the origin of the abscess 
in the urethra. After a brief discussion it was decided to pur- 
sue a medium course by operating at once and thus to avoid 
the danger of a possible grave urinary infiltration, but to 
limit the incision to the peri-urethra! tissues. The requisite 
operation was performed by Dr. Thebaud, A little bloody 
senim exuded from the engorged deep tissues, but no pus 
was found. The case went on for a week without much dim- 
inution of the swelling or of the aching in the testicles after 
urination, which had been a source of complaint previous to the 
operation. Anolhergeneral consultation was called ; consist- 
ing of the same gentlemen previously associated in the case. 
Before convening some 48 hours had elapsed, during which, 
without apparent cause, a favorable change had taken place; 
the swelling had begun to decline and the perinea! wound pre- 
sented a more healthy aspect. The improvement being fully 
recc^nizcd it was deemed best to avoid interference. At the 
end of a fortnight the perineal opening had healed completely 
wlicr there was a sudden accession of discomfort and the swel- 
ling was found to have reappeared. The case was again seen 
by me in consultation with Dr. Thebaud and Dr. Reynolds 
(Dr. Thebaud's partner), some 48 hours after the discovery of 
the recurrent swelling. External perineal urethrotomy was 
again advised and promptly done by Dr. Thebaud and the 
Stricture at 4 inches (just anterior to the perineal incision) was 
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divided with a blunt pointed bistoury. An ounce or so of 
pus and grumous blood was evacuated. Immediate relief of 
pain succeeded and the wound healed kindly and perfectly. 
The aching in the testicles previously spoken of as occurring 
after urination did not entirely disappear. This was attrib- 
uted to the presence of the anterior Strictures at three and 
two inches from the meatus. These were thoroughly divided 
with the dilating urethrotome to 32 F., the previously ascer- 
tained normal calibre of the canal. A slight spongio-corporu 
tis followed the operation, which delayed the progress of the 
case about a week ; after which, recovery was steady and rap- 
id, resulting in a complete cure of all trouble. A reexamina- 
tion three years after showed complete freedom from any 
trace of Stricture. This case appears to me to demonstrate 
the occurrence of urinary infiltration behind a slight Stricture, 
though in quantity so slight that a slowly forming abscess 
only resulted. The persistence ofthe trouble until the urethra 
was laid open, and the prompt recovery after that was effected, 
served to clear up any doubts that might have been enter- 
tained in regard to the urinary origin of trouble. 

The case of Mr. X.,* detailed in tny forthcoming volume 
on Reflex Irritations and Neuroses, may be referred to as one 
proving the follicular origin of a urinary infiltration of small 
but persistent character. In this instance an enormous swel- 
ling of the scrotum was caused by it, and persisted for five and 
a half years before it terminated in the series of abscesses 
through which the final character of the difficulty was ascer- 
tained. The statements of Dittel in Pitha's and Billroth's 
Handbook of General and Special Surgery, confirm in the 
fullest manner the foregoing views and cases. Thus in vol. iii, 
2d div., 6th Book, " On Strictures of the Urethra ** he says : 

** A remarkable follicular ulceration of the ui;ethral mucous 
membrane is found in 'some cases of infiltration of urine. 

** The ulceration of the follicle is preceded by catarrh. The 
signs of catarrh are the threads washed out by the urine which 
escapes first. They are sometimes single, sometimes rin^ 

* Originally published in the New York Medical Journal of Feb., 1875. 
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shaped or in masses, suspended in the urine. Though ihese 
threads are harmless, we mOst not forget, that the urethra is in 
a diseased state as long as these threads are found, and that 
this sequel of gonorrhcea, which is not unfrcquent, may pro- 
duce death by infiltration of urine and pyemia, if the catarrh 
degenerates to a catarrhal ulceration of the follicles, etfen if 
only one follicle is involved. 

" The following case is an instructive illustration. Count 
L. R.. 59 years of age, had gonorrhcea repeatedly. An at- 
tack, from which he suffered 20 years ago, lasted nine months. 
Since then he had a burning sensation during micturition. 
March ;th, 1S63, he suiTered from occasional stinging pain at 
ihc perineum, which did not prevent him from continuing 
his former mode of life. On the next day, a red. somewhat 
tender diffuse swelling ■of the perineum, scrotum, skin of the 
penis and prepuce appeared, with moderate febrile re- 
action. 

•' March 13th he came under my care. The patient is a 
well developed and well nourished man. The scrotum forms 
3 tumor of the size of a child's head, covered by a red, tender 
and tense skin which is connected anteriorly with the cedemat- 
ous bloated up integument of the penis. Theoedematous pre- 
puce was phymolic in the highest degree. A bright redness 
extended even above the symphysis towards the anterior 
and lateral regions of the abdomen, which had become hard 
and lender. The patient is conscious, but is inclined to sleep, 
Skin, tongue, lips are dry. Great thirst. Pulse 96. 

■• Urine escapes in drops. Catheter No. 3 can be introduced, 
though with difficulty and some pressure, into the bladder, 
and meets an obstruction at the bulb. On the same day I 
madedeep incisions intoall swollen parts and used moderately 
cold applications, which did not prevent gangrene attacking 
the parts around the incisions. The pulse rose to 108. 
Tongue, pharyn.x, lips are as hard as a board, On the 16th a 
pretty large quantity of pus of urinous odor escaped from the 
wound : the redness extended up to the axill-T. There is fluc- 
tuation at a point above the symphysis. This was opened 
on the same day. Soon after he had a chill. 

" On the 19th, after repeated rigors, he fell into a constant 
soporous condition. The integument is deeply yellow, the 
ryes have lost their lustre. The drj-ness of the mouth has 
increased wherever it was possible, the integument covering 
the abdomen is hard and bloated up, especially at the right 
iiiac region. Thin and profuse purulent discharge from the 
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wounds ; urine acid, containing chlorides, sulphates, albumen; 
and carbonate of ammonia, hyaline casts, renal epithelium. 

** Patient died March 2 1st. 

** At the bulbous portion of the urethra there is a Stricture, 
thin and callous, which extends to the membranous portion, 
and admits catheter No. 2. At the middle of the inferior 
wall of the urethra there is a perfectly round opening as large 
as the head of a pin, surrounded by a round and smooth 
margin which evidently corresponds to the mouth of a mu- 
cous follicle. If a thin sound is passed into this opening, we 
come to a very narrow passage in the spongy tissue, and ulti- 
mately reach the cavity of a large abscess in the subcutaneous 
connective tissue. From this point the infiltrated and gan- 
grenous tissues extended in all directions. 

** Every competent anatomist, after seeing this specimen, 
had a decided impression, that the infiltration was caused by 
the perforation of a single follicle. In this case, the mucous 
membrane is healthy, neither gangrenous nor softened all 
around the follicle. Only the ulceration of a single follicle 
caused the infiltration terminating in death. 

" It is obvious, that even without the existence of Stricture 
the ulceration of one or several follicles may progress to per- 
foration. I remember a young man twenty-five years of age, 
who had a bridle as thick as a knitting needle (after a gonor- 
rhoea) which, running obliquely forwards from the fossa 
navicularis, terminated at the inferior wall of the urethra, leav- 
ing an opening as large as the point of a needle through which 
urine escaped.* 

** The ulceration may be confined to one follicle or may 
extend over an entire group of follicles which occurs, as we 
know from experience, most frequently at the bulb. 

** If perforation occurs in a group of follicles there appears 
a larger inflammatory swelling (accompanied by pretty in- 
tense phenomena) in which the various follicular perforations 
unite, to confluate in one abscess, or which may cause infiltra- 
tion of urine before an abscess could be formed. • 

** From one follicle one passage only may be produced, or 
several channels may result. The same is the case if perfora- 
tions occur in several follicles." 

It is interesting to note the fact that Dittel in his pre- 
face to the recital of the foregoing cases very distinctly 

* Since that time I have had three patients with perforating follicular ulcer- 
ations at the bulb after blennorrhoea without Striclurc. 
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recognizes the connection between the perforating follicular 
ulceration and a urethral catarrh which is associated with 
" threads of mucus sometimes single, sometimes ring shaped, 
ofhieh are washed out of the urethra by the urine." " Though 
ihcsc are harmless," he says, " we must not forget that the 
urethra is in a diseased state as long as these threads are 
found and that this sequel of gonorrhoea, which is not infre- 
quent, may produce death by infiltration of urine and pyemia 
if the catarrh degenerates into a catarrhal ulceration of the 
follicles, even if only one follicle is involved." Since the 
efficient examination of the urethra behind a contracted 
meatus or a Stricture has been possible through the use of 
the urethra-metre, we now find that the threads of mucus re- 
ferred toby Dittcl "sometimes single, sometimes r(*«^-j//n;*f(/," 
are, in a/l eases, accumulations behind urethral co-arctations — 
Strictures more or less salient, which keep up the gleet and hold 
behind them the threads of inspissated mucus and pus, and, 
finally, in such cases as are referred to, induce a folliculitis 
with occasional results of the character so graphically dc- 
Kribed by Dittel. 

Reflex Irritations and Neuroses, resulting from 
slight Strictures: The importance of recognizing the earlier 
Mages of urethral Stricture has not hitherto been conceded, 
the statement of Mr. Berkeley Hill, if accepted as true, 
II render this obvious. He says, {see page 216) " If the 
balance between the natural expulsive force of the bladder 
and the friction of the stream along the urethra is disturbed, 
the bladder is irritated, the kidneys are affected, and the be- 
ginning of the long chain of events which terminates not in- 
frequently m death is made." It is true that in many cases 
no apparent trouble is experienced until the calibre of the 
urethra is infringed upon to the extent of interfering with 
micturition, and yet in other cases, slight Strictures, reducing 
the urethral calibre not more than three or four millimetres 
in circumference, are capable of producing frequent micturi- 
tion, inflammation of the bladder, and various neuralgic dis- 
turbances. Deep organic urethral Stricture {soften simulated 
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by muscular spasm the result of irritation caused by slight 
anterior Strictures, even by a slight contraction of the meatus 
urinarius alone. The great proportion of cases treated by 
gradual dilatation are treated for deep Stricture which docs 
not exist. The presence of a contracted meatus urinarius or a 
Stricture of large calibre, often unnoticed, is capable of exciting 
chronic spasmodic closure of the membranous urethra quite 
undistinguishable from true organic Stricture, but which dis- 
appears completely on the thorough division of the anterior 
contraction. A lai^e number'Sf cases of this character may 
be found described in my voli^j^n " Refiex Irritations and 
Neuroses throughout the Geniio^'Arinary Tract," soon to be 
published by Putnam's Sons. In some of these cases, fre- 
quent retentions of urine are proved to have been the con- 
sequence of a contracted meatus which would easily admit 
what has been considered a large or full sized sound. Two 
of these cases,* are so significant and suggestive that I shall 
take the liberty of quoting them in full 

Case I. J. W., frontiersman, aged 45, presented Novem- 
ber, 1 874, with a history of first gonorrhcea 20 years previously 
and several subsequent attacks. Five years ago began to 
have difficulty in passing his urine; stream grew gradually 
smaller, until, after a debauch, he had complete retention, 
and was obliged to seek relief at a neighboring military post. 
After 36 hours suffering, he was relieved by the passage of a 
very small, flexible catheter, in the hands of the post surgeon. 
After this he submitted to treatment, by gradual dilatation, 
for several months. He then learned to pass No. 12 Eng- 
lish soft bougie. From neglect, he has had some half a 
dozen attacks of retention during the past year. At last only 
the smallest instrument could be passed by the military sur- 
geon, and he was advised to go East and have a radical opera- 
tion performed, as there were no instruments at the post suit- 
able to operate upon so small a Stricture. His habit for a 
long time has been to pass his water very frequently during 

■ Eitlracted from Reflei Irrilaiions and Neuroses throughout the GcDilo-urin- 
»ry Tract, by F. N. Otis, M. D. Putnam's Sons, New York, 1878. 

A cuisory glance ovei the two hundred and eight]' one labaUled cases to be 
found at pages 264 and 3*4, will show the frequencj' of reflex 11 
or less G"ve. connected wilh urclhral Stricture. 
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the day, in a very fine, irreguJar stream, and several times 

during the night. Examination. Is of large stature, looking 

'Jikc a strong man, who had endured much exposure and hard- 

" tp. Made his water in my presence, in fine, short jets, 

iefly dribbling. Circumference of the penis, three and one- 

lalf inches; size of meatus, 23 F. No. 23 F. steel sound 

issed easily through a very sensitive urethra lo the bulbo- 

membranous Junction, where it was arretted. Gradually de- 

reasing bougies were introduced, until, finally. No. 12 F, 

sscd into the bladder, closely hugged in the deep urethra. 

Allowing it to remain for a few moments, I found it free. I 

"icn withdrew it, divided the contracted meatus and Strict- 

" tire, extending for nearly half an inch back, and passed 34 F, 

solid steel sound slowly down to the bulbo-membranous 

junction, when it slipped by its own ivcight into the bladder. 

Afl«" the withdrawal of the sound the patient passed his 

Lwater in a full large stream. From this moment he had no 

PTurther trouble in urination, passing his water at intervals of 

jPX or eight hours during the day, and not at all at night, for 

'the week subsequent to the operation, when he left for his 

iome in the far West, apparently well in every respect. 

Case 2. Mr. W., aged 27, had first gonorrhcea four years 
yrevious, lasting in acute form for one month, and with pain- 
• discharge for six months longer. He had frequent re- 
turns of the discharge without fresh exposure ; had been 
mdcr treatment for close, deep Stricture for the past year, by 
several surgeons. Passed his urine in a small irregular stream, 
once in two or three hours. His last surgical attendant, after 
two months" treatment by injections and internal remedies, 
sent him to me. not being able at any time to pass an instru- 
ment into the bladder. Examination showed external organs 
large, meatus contracted to 24 F., red and pouting, and bathed 
in a profuse muco-purulent discharge. Twenty-four F. sound 
r is arrested at five inches. Only fine filiform will pass, and 
t is closely hugged. Three days after, pass filiform with 
ise and follow with No. 10 F- ; then, with some effort, with 
. 16 F. After this the filiform was again snugly held in 
membranous urethra. 1 divided the Stricture at the 
freely, and introduced No. 30 F, steel sound, which 
sscd, literally by its own weight, through into the bladder. 
The Rfolts of my earlier olnerviilinn on the influence of slight conlnclion of 
t urethra in prmtucing various fomii of reflex iroubirs were first publi'-hed in 
rn-Sei]u>ril*t Archives of Medicine in 1673. Since ihat d«i< 1 "ktn in 
blLbed CUM and in ceporli to Miciclies claimed ■ credit for orlciiulitjr in lb* 
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Among the 136 cases which may be found tabulated at 
the end of this volume, Strictures beyond 5 inches from the 
meatus occurred in only five. In 136 cases (see page 317) it 
is shown that of Strictures of the meatus alone y eleven had been 
under a prolonged treatment by dilatation for deep urethral 
Stricture^ and seven of these were cured by simply dividing 

discovery of a direct influence exerted by slight urethral contraction in producing 
varied and grave disturbances throughout the genito-urinary tract, even in certain 
cases extending to distant parts of the entire economy. Within a few weeks, 
however, (May 1878) a careful search through the published writings of M. Civiale 
of Paris, (made at my suggestion by my accomplished friend. Dr. M. J. De Rosset, 
of New York,) I have found my claims to priority in this matter to have been with- 
out foundation. Now while I claim my own published views and observations 
prior to this date to have been original with myself, I hasten to concede the honor 
of priority in this field, to the distinguished French surgeon to whom it fairly be- 
longs. The following quotations are from M.Civiale's Traiti Pratique des Afala^ 
dies Gt'nito-urinaires y 2d edition, 1850. 

At page 45, et seq., of his work, M. Civiale writes thus : " Independent of its 
local sensitiveness the urethra possesses another kikd which may be termed sympa- 
thetic. ♦ ♦ ♦ When this sensitiveness is aggravated it may awaken sympathetic 
response in every or^an and function of the body* * In many cases the sympa- 
thetic (reflex) phenomena were manifest in the lower extremities, particularly in 
the soles of the feet. Again, at page 354, et se., " It is not rare to observe that 
slight encroachments upon the urethral calibre induce marked difficulty in micturi- 
tion, those at the meatus having this effect not less than those located farther in." 

Again at page 160, " Strictures seldom exist for a long time without exciting a 
series of disorders of the genito-urinary functions and, consecutively, in remote 
parts of the body, ♦ ♦ * among these, gleet, retention of urine, difficult mic- 
turition, catarrh, swelling and induration of the penis.* * * That which has 
struck me forcibly in dividing a meatus often only slightly contracted, is the sud- 
den and complete change effected in the general condition of the patient. The 
constriction which seemed hardly to impede the flow of urine is no sooner 
divided than all morbid symptoms vanish ; the urethral walls^ which were rigid, 
hard and inelastic , immediately recover their normal condition; the bougie which at 
first passed only with difficulty and pain, slips into the bladder with ease, and 
in five or six days the slight incision in the meatus heals perfectly, and the patient 
finds himself in a state so satisfactory that it would be incredible but for the fact 
that the instances are again and again repeated. An effect so prompt, through 
means of which the significance is plain, shows that the slightest obstruction in 
the urethra is able to produce the gravest symptoms , local and general," 

Why the important teachings contained in these writings have, until now, been 
literally igtwreJ in the medical literature of the English language, I leave it for 
the various English speaking authors of subsequent works on genito-urinary 
diseases and aff'ections of the nervous system to explain. 
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the meatus. A still greater number were only treated for 
deep Stricture, exciusively, when careful and conclusive ex- 
plorations showed them to be present only in the anterior 
portion of the canal. 

It may now be claitned that any treatment of urethral Sirict- 
urt that is not based upon a knowledge of the locality and ex- 
tent of t/if Stricture is thoroughly empirical, and, while often 
mischievous, is never better than palliative in its results. 

One of the grave objections to gradual dilatation is, that 
in order to be sure to reach all the possible points of Strict- 
ure, it must be carried throughout the entire course of the 
urethra and into the bladder. In the absence of exact infor- 
mation as to the locality and extent of the contractions the 
judgment is formed from its effect on micturition, the fallacy 
of which is strilvingly illustrated in the cases just cited. 

Urethral narrowings, or obstructions, are not considered 
bydilationists of any importance until they begin to interfere 
with urination, which often, in cases of true Stricture, does 
not occur until the foundation of fatal disease of the bladder 
or kidneys has been laid. The lack of exact knowledge implies 
not only a necessity for treatment of the entire urethra for 
trouble limited perhaps to some one small point, but gives the 
general impression that all cases of Stricture are much the 
same In point of gravity, so that operative procedure, (beyond 
the palliative use of bougies and sounds,) is discouraged until 
the life of the patient is imperilled, it may be by an obstinate 
retention of urine, or by an extravasation of urino into the 
perineum. This latter accident not rarely takes place be- 
hind Strictures of large size, the urine burrowing through the 
urethral walls, resulting in perineal or scrotal fistula, and pos- 
sibly in fatal extravasation of urine into the general subfascial 
cellular tissues, as shown at pages 296, et seq. This loose and 
unscientific treatment of Stricture leaves the patient in com- 
plete ignorance of his peril from the early Inception of his 
trouble until his life is endangered, when any operation look- 
ing to radical relief is approached under the most unfavorable 
circumstances. The results of such operations, if unfavorable, 
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are made to discredit all operations, and are scored as an ar- 
gument in favor of gradual dilatation, when, in point of fact, 
the insidious and fatal peril has been nursed and encouraged, 
from its inception to its culmination, by the treatment which 
was carried on in ignorance of the extent or exact locality of 
the Strictures. 




IN every otherdisease or difficulty it is considered the duty 
of the surgeon as far as possible to recognize the approach 
of danger, and to attack the trouble in its inception. Ure- 
thral Stricture, however, appears hitherto to have been the 
exception to this rule. The causes of Stricture have long been 
appreciated. It is known to result upon an inflammatory 
process usually of gonorrhceal origin. So frequently does 
Stricture to a greater or less extent follow an attack ofgonor- 
rhcea that it is the rule rather than the exception, and yet, 
it is common for persona, the known subjects of repeated 
attacks of gonorrhoea, to suffer from what are termed obscure 
troubles of the gcnito-urinary organs, such as recurring 
orchitis, recurring cystitis, supra pubic, and sciatic neuroses, 
gleet, frequent micturition, etc. 

These troubles may and do exist under the very eye of 
the surgeon, without any attempt having been made to test 
intelligently the presence or absence of urethral Stricture. 
It may then be broadly stated, that while urethral Stricture 
is the result of inflammatory action from various causes, close 
urethral Stricture, as a rule to which there are few exceptions, 
is the result of neglect to discover and treat this disease in its 
early stages, during which, with the means at present within 
the reach of every surgeon, it may be promptly cured with 
but little inconvenience and still less risk to the patient. 

" Chronic urethral discharge, comtiionly called gleet, is the 
signal 7vhifh nature hangs out to notify the intelligent surgeon 
that an obstruction to the normal working of the muscular ap' 
paratus of the urethra has occurred, and that Stricture has been 
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initiated at some point in the course of the urethral canal, Plas* 
tic material laid down in the antecedent inflammatory condi- 
tion has begun to contract the normal urethral calibre^ whether 
it be 20 or 40 millimetres in circumference. Sandal oil may stop 
the gleet for a time; injections of innumerable variety may ^ 
any one of them^ temporarily remove it^ but a little vinous or 
venereal excess will reproduce ity and thus the case goes on^ 
getting, as many so afflicted will affirm, a new clap for every 
woman they look at, until finally an attack of retention of urine 
calls attcfition to the fact that the patient has a strictured 
urethra ** (page 75). 

. Strictures of small calibre are thus initiated, pursuing their 
course implacably from their inception, to their culmination in 
greater or less embarrassment to the passage of urine. Dur- 
ing this period, it has been intimated that a recurring gleet is 
the early result of the strictured condition ; perhaps the earli- 
est. In many instances this is the only outward sign of mis- 
chief; but habitual interruption to the flow of urine not un- 
frequently produces irritation of the bladder and kidneys, 
which, long neglected, constitutes the gravest peril in any at- 
tempted measures of relief. Hence in all Strictures of small 
calibre it becomes necessary to make a careful examination 
of the urine in order to ascertain to what extent the bladder 
and kidneys have participated in the damage caused by the 
Stricture in order to guard against avoidable perils in treat- 
ment. (See p. 287, et seq. on urethral fever.) 

The division I have been accustomed to make between 
Strictures of large calibre and Strictures of small calibre is 
based upon their size in relation to my dilating urethrotomes 
which, as at present constructed, have a circumference of 18 
to 20 millimetres. All at or above that measurement are in- 
cluded in the class of Strictures of Large Calibre, and may be 
the subject of immediate operation by dilating urethrotomy. 
All ranging below 18 millimetres down to a point of practical 
impermeability, fall into the class of Strictures of Small Cali- 
bre, necessitating the use of various methods of treatment in 
order to bring them up to a size which will permit the pas- 
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sage of the dilating urethrotome with a view to eventual 
radical cure. 

When Strictures of small calibre are situated in the penile 
urethra, where the greatest proportion of all Strictures are 
found, there need be but little apprehension of danger from 
the use of immediate measures to bring them at once up to 
the size requisite for the passage of the dilating urethrotome. 
Divulsion may be made with the instrument of Thompson or 
Pcrrcve. or with modifications of the latter by 
Holt, Voillemief and myself. Division by means 
of the urethrotome of H. Maisonneuve has, in 
my hands, often proved equally serviceable. In 
alt cases, however, where there is no necessity for 
immediate operation, 1 have preferred to use 
gruJual dilatation by means of the soft French ; 
boagies. In this way a larger surface of mucous j 
membrane presents when the urethra is restored | 
to its normal calibre by dilating urethrotomy. « 
The especial advantage of this latter procedure ' 
has seemed to be a more rapid recovery from the 
associated gleet by the diminished amount of 
new mucous membrane necessary to supply the 
new surface which the restored canal has acquired. 
The treatment after dilating urethrotomy in these 
^' cases docs not vary from that applicable to Strict- 

I! of lai^e calibre. 
Strictures of small calibre in the deep urethra. 
t is, beyond the bulbous portion, are fortu- 
riy rare ; those so frequently met in the ordi- 
Y treatment by dilatation being for the most 
t spasmodic and promptly relieved by the re- 
moval of anterior contractions, often but slight, 
// is therefort the first and highest duty of the 
surgeoa in all cases of suspected Stricture in the 
deep urethra, to ascertain and remove alt ante- 
rior contractions. After this is efficiently ac- 
iplished, and when, by healing, all irritation 
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from the wounds of operation has passed away, if then an ob- 
struction remains which firmly engages or (if of sufficient size 
to allow its passage) firmly grasps a small instrument, it must 
be accepted as a true deep organic Stricture. Close organic 
Stricture* within or beyond the membranous urethra is always 
a matter for grave consideration on account of the frequency 
with which it is associated with disease of the bladder or 
kidneys, and hence the greater liability to constitutional and 
serious functional disturbance following operative procedure, 
and this is not less in the aggregate where this procedure con- 
sists in the attempt at gradual dilatation. Haemorrhage too, 
is here much more liable to prove serious in any operation of 
internal urethrotomy than at any other point, from the diffi- 
culty with which it is controlled. For these reasons in all 
long standing cases of deep close organic Stricture I consider 
the operation of external perineal section preferable to inter- 
nal urethrotomy by any plan. Free exit is thus made for the 
urine and the products of the operative procedure, and free 
access is secured to any bleeding point, while I feel quite cer- 
tain that the dangers of suppression, pyelo-nephritis and 
pyaemia are not greater after the external section than after 
the internal. Except in cases of traumatic origin, deep ure- 
thral Strictures are always associated with Strictures more 
OP less numerous and extensive in the anterior portion of the 
canal. Operation by external perineal section may here be 
supplemented by dilating urethrotomy for the anterior Strict- 
ures, and thus the entire urethra be restored at once to its 
original calibre without adding materially to the risks of op- 
eration. I have to record eighteen such cases operated on by 
me within the last eight years with but two deaths, as 
follows : — 

Case I. Had numerous close Strictures of sixteen years 
duration complicated with chronic cystitis and pyelitis. 
Seen in consultation with me by Dr. Geo. A. Peters, who 
also rendered valued assistance during the operation. Deep 

♦ See cases of spasmodic Stricture accompanied by frequent retentions of urine 
from contracted meatus urinarius, page 302. 
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IStricture divided by the external perineal section — and five 
Eanierior Strictures by dilating urethrotomy. Complete heal- 
ing of the wounds ; death on the sixteenth day from pyelo- 
nephritis and abscess of the kidney. 

Case II. Broome St. Age fifty-eight. Old, close, very 
extensive and deep Strictures; frequent and painful reten- 
tion complicated with Bright's disease of the kidney (albumen 
in urine, granular and hyaline casts) combined operation, di- 
vidtng deep cartilaginous Strictures by the perineal section, 
and several anterior close Strictures by dilating urethrotomy. 
Suppression of urine second day after, relief on the fourth, 
death on the sixth from uremia — no autopsy.* 

* Besides the above repotted cases only two other deaths have occorred in my 
nj asiocialed with my practice from causes in any degree altribulabic to operi- 
on the genito-urlnaty apparatus. One aged sevenly-eight at Palenoo, N. J., 
{«ho*e hiitoiy ma; be found in Olis on Redex Irtitaiious and Neuroses. 
~ loam*! Sons, 1878.) Here long continued and painful disease of the bladder 
icliered by dilating arelhrolomy. Reconiraction and a more exlcnsive di- 
of Strictures resulted in relief 3. second time. A week after this opeiation, 
niheter was left in the bladder for forly-eigUt bours by the family nllendanl, 
A chill viih suppression of mine followed and subsequently dealh by nreniia: 
diMiDclly not from the culling operation, over a week previous, but from the 
grelbial irriiaiion caused by a prolonged reiemion of ihe caiheier for relief of fre* 

qncDl troublesome miclurilion. This was found on post-mortem examination to 
have tieen due to n small phosphalic calculus which had escaped detection during 
life. The second case, a man of forlyor iheteabou is suffering from close, chronic, 
deep Slnclure, came under my observation during a recent visit to Syracuse, Re- 
pealed eflbrls by several surgeons during a long period had failed to pass any in- 
(tnuncnt into the bladder. The case had become urgent on account of relentioni 
and tCTcre suffering. Elheriinlion was effected with great difficulty. Spaa- 
Btodic tremor of limbs continued after profound anteslhesia, so ihai there wai 
much embarrassmeul in the inlroduclion of inslrumenw. After waiting and 
careful trial, at the end of an hour and a half I succeeded in introducing a Mai- 
wnneuvc staff well into the bladder. This was followed by a medium-sized 
blade, subsequent lo Ihe withdrawal of which, a gum elastic catheter was ialro- 
dnced and ihe urine drawn off. The case was left in charge of the two surgeoni 
previously in allendance. About a month lalcr I learned that Ihe palienl had 
on the third day after Ihe operation, in a comatose condillon. afler having 
Utigelyof morphine and chloral lo control nervousness and pain. Then 

>u tuffniiiaH af uriiu. No autopsy was made. 
I hate been thus circumsiantial in presenting the record of deaths In any 

iiDpUcaled wiih operative procedures at my hands, because it has licen slated, 
by at least one prominent surgeon in this counlij. ihat all Ihe deaths occurring 
[nun uielUroIomy in my practice had not been reported, and I have alto had an 
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It sometimes happens that Strictures both in the penile 
and in the deep urethra are met with which are practically 
impermeable^ that is to say, in which, from the tortuous course 
of the urethral canal at the seat of Stricture, or from a lack 
of instruments of sufficient tenuity or flexibility, either or 
both, no permeability can be demonstrated such as will per- 
mit the introduction of means through which the bladder 
may be emptied or the division or divulsion of the Stricture 
can be accomplished. In this sense Strictures may be per- 
meable to-day and impermeable to-morrow. There are, I 
think, few surgeons who have not demonstrated the patency 
of a Stricture by the easy introduction of a filiform bougie, 
and, in a day or two after, when preparing to operate by in- 
ternal rupture or division, have not found the filiform guide 
refuse to pass the Stricture, and even under complete anaes- 
thesia, neither be coaxed nor compelled to lead the way for 
the shaft of the cutting or divulsing instrument. Under such 
circumstances no proper course is left but to allow the patient 
quietly to awake to the consciousness of a great disappoint- 
ment, and to wait for a more favorable day. 

Unfortunately, it is not always that such an operation can 
be postponed. For instance, in cases of Stricture where, in 
usual health, the urethra will admit a bougie of eight or ten 
millimetres in circumference ; in any such, a sudden cold, an 
excess at table, or other comparatively slight cause, may 
bring about a retention of urine that will not yield to general 
measures ; and, finally, when the agony of accumulation in 
the bladder has gone on to the last degree of endurance, 
should no immediate passage through the Stricture be effected, 
a resort to tapping above the pubis, or through the rectum, 
alone can save the sufferer from death. This great misfor- 
tune, and that lesser one, previously described, are often due, 
not to a want of skill, or intelligent effort, on the part of the 

inquiry to the same effect made of me by several amiable friends. It is due 
to the operation of dilating urethrotomy, to humanity, to myself, that further 
misunderstanding in this matter should be prevented, and I will say in regard to 
it, still farther, that the foregoing statements cover a period of the sixteen years 
during which I have been a public teacher of diseases of thegenito-unn»iry organs 
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Tgeon, but simply a lack of suitable instruments with which 
to afford relief. 

The divulging instruments of Thompson and Holt and the 
urethrotome of M, Maisonneuve are usually, any one of them, 
efficient in cases of close Stricture requiring immediate opera- 
>tion. Occasionally, however, the surgeon will fail in the most 
intelligent and patient efforts to pass them through the Strict- 
ure and into the bladder, without which no divulsing or inter- 
nal cutting operation is justifiable- 
Sir Henrj' Thompson's smallest divulsor has a circumfer- 
ence of 12 millimetres, Mr. Holt's 10, M, Maisonneuve's ure- 
throtome 7 millimetres. Now, to make an operation possible 
by any one of these instruments, its shaft must first pass cer- 
tainly and entirely through the Stricture, For the purpose of 
facilitating and securing this passage, the filiform guide of 
M. Maisonneuve, of a somewhat smaller calibre, is attached 
to each by means of a delicate screw, the male thread of 
which is upon the extremity of the shaft, the female thread 
upon the filiform guide. This fine flexible bougie has but to 
be gently slipped along within the urethra, easily avoiding 
here and there the natural obstacles which oppose its passage ; 
as these guides are manufactured as small as i/iree millimetres 
in circumference, few, indeed, are the Strictures so close as 
to forbid their entrance through them into the bladder. 
Unfortunately, however, the smallest female screw, of either 
foreign or domestic manufacture, which can be relied on as 
of sufficient strength to attach the filiform to the operating 
shaft, is quite sc-^vn millimetres in circumference. After the 
passage of the filiform guide — say of four, five, or six milli- 
metres in size — through the Stricture into the bladder, the 
next step in the operation is to screw on the operating shaft 
of whatever instrument it is decided best to employ. This 
now readily follows the guide until arrested at the point of 
Stricture by the female screw of scz'cn milliiiu-lres in cireunifcT' 
The filiform has easily passed the obstruction, and its 

ital extremity is coiled up in the bladder; but the shaft of 
instrument will not readily follow. An important ques. 
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tion now arises; How much force may safely be used in 
advancing the shaft? and, further, how shall we determine the 
direction in which it may be exercised ? Although the guide 
may be well in the bladder at the commencement of the 
operation, this is no sufficient guarantee against a subsequent 
deflection of the operating shaft, as the filiform may be 
dragged out of the bladder, and doubled back vpon it, which 
must take place should the shaft be forced out of the canal 
anterior to the Stricture. This is an accident which may 
occur without the use of any very great amount of force. 

With the view of affording aid in 
the preparatory dilatation of Strictures 
too small to admit the necessary in- 
struments for immediate operation, 
I have designed the accompanying 
modification of Sir Henry Thompson's 
probe-pointed catheter. It consists 
simply of a fine probe-pointed silver 
tube, eleven inches in length and three 
millimetres in circumference at its 
point, gradually increasing in sizS, so 
that at six inches it is six millimetres. 
This tube is traversed by a steel stylet 
throughout its length. Carefully in- 
sinuated through close Stricture, by 
the aid of a finger in the rectum, until 
its point may be supposed to have 
reached the bladder, the stylet is re- 
moved and a small syringe is applied 
to its proximal opening. If the instru- 
ment has passed the sphincter vesica, on 
a withdrawal of the piston, the urine 
will appear in the barrel of the syringe. 
The instrument may then be confi- 
dently pressed onward until the Strict- 
ure is dilated to the largest capacity of 
the tube — a second tube, of correspond- 
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llimetres, may then be similarly used. 
In cases where, on account of the extreme closeness of 
the Stricture, or from its divergent or tortuous course, a dif- 
ficulty in passing the instrument occurs, Dr. Gouley's whale- 
bone ^//t/i^fow^iVi will prove serviceable. These are used as 
in his grooved, canulated stiff, viz., by the previous introduc- 
tion of the guide-bougic into the bladder, threading (he dila- 
ting catheter vpon it and following it down through the Strict- 
ure. Succeeding in this manceuvre, the guidc-bougie may be 
removed — the presence of the dilating catheter in the bladder 
tested by aid of the syringe — the stylet introduced and the 
Stricture dilated, as previously described. The whalebone 
guide-bougies, to be used in this manner, require to be from 
sixteen to eighteen inches in length. They are easily made 
of any desired length and fineness, and, by passing them 
rapidly through the flame of an aldlhol lamp, may be moulded 
at the extremity to any curve or angle deemed most likely 
to adapt itself to the eccentricity of the Stricture. 

In comparison with all other instruments for the same 
purpose, the relatively smaller calibre of the dilating catheter 
must give it an important advantage in cases of Stricture of 
extreme tenuity. From its stiff and diminutive point it 
should never be used without the whalebone guide, nor even 
then with any degree of force, until the presence of its point 
in the bladder has been verified by the passage of urine 
through it. In several instances the dilating catheter in my 
bands has made way for the operating shaft of various instru- 
ments for immediate operation where other means had failed, 
lotably In a case at the University College Hospital, London, 
; service of Mr. Berkeley Hill. Repeated attempts to 
I the bladder had been made in several hospitals with- 
xess. A final attempt had resulted similarly, and the 
(nt was about to undergo the perineal section when Mr. 
Hill proposed a trial of the Dilating Catheter. The fine 
tphalebone guide 2 mm. in circumference passed easily, the 
hctcr was threaded upon it, and after reaching the blad- 
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der was pressed on to its full size. On withdrawal, the shaft 
of M. Maisonneuve's urethrotome passed readily and Mr. Hill 
completed the restoration of the urethra by the Maisonneuve 
blade, supplemented with his own modification of the dilat- 
ing urethrotome. On several occasions I have passed a small 
Stricture with it without the least force, (following the whale- 
bone guide,) and using it only as a catheter, by attaching its 
proximal extremity to the aspirator or to an ordinary syringe, 
have emptied the bladder through it without dilating the 
Stricture. The aspirator will in the same way frequently be 
found of service during the use of small gum catheters. 

The risks attendant upon the operation of urethrotomy 
vary necessarily with the gravity of the difficulties present in 
each case. It may be alleged that the cases which I have 
reported are chiefly those where the Strictures were of com- 
paratively large calibre and for the most part in the penile 
portion of the urethra. lil reply, I would say that the cases 
have been taken in the order of their presentation in my prac- 
tice, and that a very large proportion had been under treat- 
ment by other surgeons, some of them for years, for Strictures 
supposed to be in the deep urethra. The treatment had been 
carried out in many cases by dilatation and by various cutting 
and divulsing measures, in accordance with the methods in 
vogue before any introduction of dilating urethrotomy. That 
the Strictures were more often situated in the anterior por- 
tion of the canal, and were less important than had been sup- 
posed, should be credited to my methods of exploration. 
That the results which I have obtained are favorable beyond 
any before presented to the profession, I claim to be due to 
the complete division of Strictures in manner calculated to 
produce the least possible disturbance of the healthy tissues. 
The fact that during the period, and in the great number of 
cases covered by my report, I have found it necessary to op- 
erate by external urethrotomy i8 times (ii times without a 
guide) is a sufficient proof that the range of my practice has 
not been limited to insignificant troubles, but that it has in- 
cluded every variety and degree of urethral contraction. 
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The accompanying tables* present the salient points in 
one hundred and thirty-six cases of urethral Stricture treated 
upon the principles presented and maintained in the previous 
pages of this volume. The form of tabulation is the same as 
that used in presenting the 100 cases operated on previous 
to March, 1875. Sixty-five out of these later one hundred 
and thirty-six cases were tabulated from my private case 
books by my former assistant, Dr. J. Fuhs, the remaining 
seventy-one cases were extracted from the same source by 
my associate Dr. L. Bolton Bangs, to whose faithful and in- 
telligent assistance in nearly every operation, (in many shar- 
ing with me the labor and responsibility of the after treat- 
ment.) I owe not a little of the success which the following 
summary of these operations serves to demonstrate. 

Whole Number of Cases Tabulated in 2d Series 136 

Number of Strictures 357 

" Operations 186 

Number with organic Stricture deeper than 5 inches 5 

*• treated by other surgeons for supposed deep Stricture 13 

** of these cured by division of the meatus alone 7 

Accidents after OrERATioN. 

Haemorrhage, exceptional 6 

Of these, serious, (one being combined with external perineal section), a 

Chills or Urethral Fever n 

Suppression of Urine (external perineal urethrotomy combined) i 

Incurvation of Penis— slight, lasting short time 3 

" i^ month I 

" 4 months X 

" I year x 

6 

Results. 

Cases — Re-examined. No Recontraction 38 

** Not re-examined. — Continued relief to all symptoms, including 

cures after secondary operation — reported cured 65 



* 



See p. 324, et seq. 



3l8 RESULTS OF OPERATION IN 

Reported improved. Not re-examined 20 

Not improved " " .....* 4 

Lost sight of 3 

Still under observation • 4 

33 136 

Number of cases of Gleet — 78 — Cured 61 

Improved 13 

Not Improved 4 

78 

Number of cases of reflex trouble — ^48— Cured 29 

Improved II 

Not improved 8 

48 

The point of greatest importance claimed as the result 
of complete division of Strictures, followed by suitable after 
treatment, is the Radical Cure of Stricture. Since my first 
re-examination of urethrae, the subject of operation by dilating 
urethrotomy, I have embraced every opportunity to test the 
presence or absence of recontractions of the divided Strict- 
ures ; in each case carefully noting the results in my book of 
daily record. From 1872 to 1875. out of the one hundred 
cases operated on, thirty-five cases were re-examined at periods 
varying from six months to three years from the date of last 
operation. 

Of these thirtv-five cases recontraction of the Strictures 
occurred in but four cases. Leaving thirty-one claimed as 
radical cures out of thirty-five cases operated on. 

From 1875 to 1878 the re-examinations as seen by following 
statement have amounted to eighty-two. In this number are 
included all cases presenting, previously operated on, without 
regard to any previous re-examinations. In the following 
record of the eighty-two re-examinations above alluded to, in 
no case has more than a single re-examination been recorded 
(and that the last) in any one case. The results showing 
seventy-four cures out of the eighty-two cases re examined 
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prove in a striking degree all that has been heretofore claimed 
by me in regard to the radical cure of the Stricture. Thus : 



RE-EXAMINATIONS. 
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RE-CONTRACTIONS. 



3 years after operation . . . . z case. At 2} in. No return of symptoms. 

„ „ tt T /. e i -^^ meatus. Return of symptoms. 2d 

3 ....lease. ^ cration. Cure. 
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. . . I case. At meatus. 2d operation. Cure. 

(At meatus and at 4 inches. Partial return 
• * * * { of symptoms. 2d operation, with relief. 

...lease. At meatus. 2d operation. Cure. 

. . . I case. At meatus. 2d operation. RelieC 

. . . I case. Return of symptoms. 
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2 m'ths after operation. . . .i case. At 3} in. 2d operation. Cure. 

... I case. At meatus. 2d operation. Great relief. 

T /»«c^ 5 At 5 J in. 2d operation. Cure. I^emaitu 
... I case, "i II J" ^ ^y . 

{ Will for 2\ years, 

... I case. At meatus. 2d operation. Great relief. 

( At meatus. 2d operation. Cure. Remains 
...I case. ^ well for 2 J years. 
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... I case. At meatus. Partial return of symptoms. 
( I. At meatus. 3d op>eration. Relief. 
(I. At 6 inches. Return of symptoms. 

Total 15 cases. 

Out of the 15 cases of re-contraction, 9 were at the meatus alone. 

Return of symptoms. Secondary operation. Cure. 6 
Return of symptoms. *• " Relief. 

No symptoms. Well when last heard from 5 

Return of symptoms. No secondary operation 3 

No return of symptoms. I 
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CHAPTER XVII. 

CONCLUSION. 

THE points which are claimed to have been established 
by my observations are : 

1. That the urethra is an individuality^ and hence to 
obtain the true normal calibre of any urethra, it must be 
measured, or estimated, independently of any other. 

2. That the meatus urinarius is worthless as a guide to the 
normal urethral calibre, and that its abnormal contraction is 
the cause*of the pouch-like dilatation of the urethra behind 
it, known as the fossa navicularis. 

3. That Stricture is a relative term. Hence its extent 
must always be estimated by comparison with the previously 
ascertained normal calibre of the urethra under consideration. 

4. That the slightest abnormal contraction of the urethra, 
at any point, constitutes a Stricture. 

5. That a Stricture, in this sense, is always a point of 
friction, the legitimate tendency of which is to produce inflam- 
mation; and hence the slightest appreciable Stricture may 
become worthy of consideration. That serious trouble often 
results from Strictures which but slightly contract the calibre 
of the urethra and which do not markedly interfere with the 
passage of urine ; and that among such troubles spasmodic 
Stricture^ simulating true organic Stricture in every respect, 
is often caused by such slight contractions. 

6. That Stricture is a cause though not the only cause 
of gleet ; and is, when present, always a cause of its per- 
sistence. 

7. That true Stricture always embraces the entire circum- 
ference of the urethra at some point. 

21 
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8. That complete division of Stricture at ^/y point results 
in the immediate disappearance of the Stricture. 

9. That separation of the sundered ends of the Stricture, 
suitably maintained until the healing of the wound, prevents 
the return of the Stricture, and finally results in the complete 
absorption of the stricture-tissue. 

ID. That Stricture is, as a ruUy an inflammatory pro- 
duct, and that any acute or chronic inflammation may pro- 
duce it. 

11. That Stricture is often present as a result of inflamma- 
tion caused by lithiasis^ fnasturbation^ or urethral laceration^ 
(by gravel, etc.,) though usually the sequel of a gonorrhoea. 

12. That Stricture occurs most frequently in the anterior 
portion of the canal; and with increasing frequency when 
approaching the meatus where a gonorrhoeal inflammation 
begins the earliest, rages the hottest, and lasts the longest. 

From authorities and their followers who have hitherto 
denied the possibility of radical cure of urethral Stricture, I an- 
ticipate continued denial, until they shall have conscientiously 
and exactly carried out the plans and procedures through 
which my success has been attained, and have had the oppor- 
tunity of testing the results by years of observation as I have 
done. In the meantime others, distinguished as teachers of 
surgery, and recognized as independent, honest and capable 
observers, like Professor Pease, Professor Brown and Dr. 
Mastin, will aid me in educating the general profession up to 
the point of departing so far from established doctrines as to 
give the rational treatment of Stricture a fair trial. This 
effected, I believe the day will not be far distant when close 
Stricture will be esteemed a surgical opprobrium, and the 
continuous treatment by dilatation, except under rare and 
peculiar circumstances, will be relegated to physicians or to 
the patient, and this only as a temporary expedient to be 
practiced until competent surgical aid is attainable. 

I am prepared to assert that such results as I have recorded, 
are not exceptional and may be attained by any surgeon who 
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will provide himself with the necessary instruments for the 
performance of dilating urethrotomy, and use them in accord- 
ance with the plans and principles previously enforced and 
with the exercise of such judgment and skill as are considered 
essential to success in any other operation of like importance. 

New York, July ist, 1878. 
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IV. L., a native of England, was admitted to the General Hospital 
of Yokohama, Japan, December 31, 1874, suffering from syphilitic 
rheumatism, urethral stricture, and urinary fistula. February 14, 
>^75i ^ joined the staff of the hospital, and found the man an inmate 
The historj- of the case, so far as the stricture was concerned, was 
as follows : L. had suffered from stricture, the result of a sever^clap. 
for some eight or nine years, during which time he had led a very 
dissipated hfe, and had repeated attacks of gonorrhcea. In the lat- 
ter part of 1870, or the beginning of 1871, he had been operated 
upon by external perineal urethrotomy ivilh temporary relief, but 
had almost entirely neglected the after-treatment of his case, only 
occasionally and at long intervals passing a very small catheter when 
retention occurred or seemed imminent. The fistulae at present ex- 
isting had followed upon an abscess in ffn'/iaa in the early part of 
1874 — the perineal opening of the absce.is being shortly after fol- 
lowed by the formation of a second fislula near ihe root of the penis. 
The constitutional condition of the patient was such that I attempted 
tiD active measures until May, 1875, when the status of the patient 
was as follows ; The urine was passed by the meatus in an intermit- 
tent and very small stream of perhaps one millimeirc in diameter, 
by far the larger quantity flowing from two fistulous openings — one, 
the larger, nearly on the perineal raphe, midway between the scrotum 
^^_ and anus ; the other, one centimetre to the left of the peno-scrotal 
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junction. Both fistulae seemed to diverge from a common sinus, 
though I was unable to pass an instrument into the urethra through 
either. To external manipulation the whole urethra was. excessively 
knotted and indurated, the thickening and hardening being greatest 
in the proximal half of the penile portion. Examination of the ure- 
thra by bulb-sounds revealed a hard and insensitive stricture seven 
centimetres from the meatus, the contraction being seemingly about 
three centimetres in length, although, as with the most careful mani- 
pulation it would admit nothing larger than a bougie of four and 
one-half millimetres circumference, the determination of its proxi- 
mal limit was uncertain. A false passage was detected, beginning a 
little more than two centimetres within the meatus, upon the right 
side of the urethral roof, and penetrating to a depth of five centi- 
metres, this having probably resulted from rough or drunken at- 
tempts at catheterization, and the entanglement of the instrument in 
the fossa navicularis. The whole urethra anterior to the stricture 
was rough and nodular, while that portion of the mucous membrane 
nearest to the face of the contraction was distinctly sacculated at 
several points. May i8, 1875, after preparation by full doses of 
quinine for forty-eight hours, the patient was etherized, Dr. E. Mas- 
sais assisting ; the meatus, of which the calibre was fifteen millimetres 
circumference, was freely incised, and with great diflliculty Holt's 
instrument, guarded by a Maisonneuve's conductor, was passed 
through the stricture, until firmly arrested about the bulbo-mem- 
branous junction. The instrument was then expanded to the utmost, 
although, from the fact that its point could not enter the bladder, 
the separation of that portion of the limbs which was engaged in the 
stricture was necessarily imperfect. Upon the withdrawal of. the 
dilator, its conductor was found to have curled up in the urethra 
posterior to the just expanded stricture, and examination. detected a 
second stricture, of about the same calibre as the first, about thirteen 
centimetres from the meatus, or in the lower bulbous portion. The 
Holt was then, with but little difficulty, passed into the bladder, and 
expanded, but only by the use of considerable force, to twenty-four 
millimetres circumference. A conical steel bougie, twenty and one- 
half millimetres circumference, was then passed with ease through 
the whole length of the urethra. As I had been unable to feel the 
sudden yielding caused by rupture, and as almost no haemorrhage 
followed upon this double operation, I was inclined to think that 
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^ dilatation, not divulsion, had taken place, and had I been provided 
with a satisfactory instrument, I should have performed inlemal 
urethrotomy at once. No unpleasant sympioms followed the oper- 
ation, and at the expiration of a week I was able to pass a bougie of 
sixteen millimetres circumference without difficulty, though rccon- 
traciion to the extent of at least four millimetres of circumference 
■had evidently occurred. The sixteen millimetre bougie was passed 
«x times at intervals of a week, when, the fistuL-e having healed, the 
patient was furnished with a bougie. No. lo, English, and. with most 
careful instructions as to the future use of the instrument, discharged 
from hospital, 

September 6, 1875, L/was readmitted, suffering as before from 
Syphilitic rheumatism, but plus an evidently cirrhotic liver, and with 
both casts and albumen in his urine. On inquiry it was found that 
he had been drinking freely, had suffered from an acute gonorrhcea 
during the month of August, had entirely neglected the use of the 
bougie, and that the stricture or strictures had recontracted until the 
urine at times passed only guttatim, and the fistula in the perinseum 
liad partly reopened. Shortly after admission retention occurred. 
End after utiavailing efforts to pass a catheter, made by my colleague, 
Dr. Massais, I aspirated above pubcs, and a few hours later suc- 
ceeded in passing a filiform flexible catheter. As about this time 
the urine began to pass freely by the fistula, catheterization was but 
» few times performed. Little attention was given to the stricture 
until the following December, when, suffering from excoriation and 
neuralgic pain, the patient begged for a second operation ; to which 
with some reluctance I consented, and determined to perform inter- 
nal urethrotomy, believing, as I do, that, under the circumstances of 
Ae case, this operation is little, if at all, more dangerous than re- 
;peated and probably useless attempts at gradual dilatation. The 
danger of any operation in his condition was fully explained 10 the 
rpaticnt, but he persisted in demanding relief. Twenty minims per 
di«n of tr. ferri chloridi were administered for a week, and during 
the forty-eight hours preceding the operation one hundred grains of 
'(piinine were given. December 10, 1875, Dr. A. Goerti. of Yolto- 
,'luuna, assisting, ether was administered, and an examination made 
tthowing that the anterior stricture had contracted to a circumfet^ 
.enceof seven and one-half millimetres, while the bulbar stricture 
would admit but a filiform whalebone guide. Holt's dilator having 
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been, by the exercise of a considerable pressure, passed along the 
guide into the bladder by means of a tunneled point, was expanded 
to twenty-seven millimetres circumference. Very trifling haemor- 
rhage followed, as had been the case at the first operation. An esti- 
mate of the calil^re of the urethra about the anterior portion of the 
bulb, which was the only part of the canal which was approximately 
healthy, having been made by the use of Otis's urethrometer, the 
urethrotome of the same surgeon was introduced upon a guide, ex- 
panded to twenty-nine millimetres circumference, the estimated 
normal calibre, and both strictures freely incised from behind for- 
ward upon the floor of the urethra. Conical steel bougie, thirty mil- 
limetres circumference, was then passed into the bladder without 
difficulty, and ten grains of quinine administered before the patient 
left the table. The operation was followed by a sharp attack of 
urethral fever, with almost total suppression of urine for fourteen 
hours ; but by free administration of quinine, dry cupping over kid- 
neys, and hot baths, the condition of the patient was satisfactory by 
noon of December 2 2d. A week after the operation, conical steel 
bougie, thirty millimetres in circumference, was easily passed, and 
afterward at intervals of a week until it had been used five times in 
all, not counting the insertion upon the day of operation. The fistula 
rapidly closed, and the neuralgic pain did not recur ; but the general 
condition of the patient became so bad that, as it seemed certain 
that some improvement in .the urethral calibre would outlast the life 
of the sufferer, while I felt that each use of the instrument, in 
view of the still diseased condition of the kidneys, was attended by 
grave danger, the use of bougie was given up. July 16, 1877, the 
patient, although in most wretched condition, was discharged to the 
care of his friends, for repeated violations of hospital discipline, only 
to be readmitted October 18, 1877, in a state which seemed to prom- 
ise speedy death. Contrary to all expectation, L. lived to June i, 
1878, when he succumbed to syphilitic ulceration of the larynx. 
From the time of the operation of December 20, 1875, the patient 
made no complaint whatever as to the urinary organs. He occa- 
sionally amused himself by the passage of a flexible bougie, No. 7, 
English, but by his own statement there never appeared to be the 
slightest necessity for so doing. With the exception of the five 
passages of bougie, thirty millimetres circumference, made within the 
six weeks immediately following the operation of December 20, 1875, 
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I am certain that nothing larger than No. 7, EngUsb, entered the 
urethra from the time of the urethrotomy until after death. 

Post-mortem examination. June 1, 1878, revealed among other lesions 
(ally tlegtntralion of the kidneys and cirrhosis of the liver, while the 
immediate cause of death was clearly shown to have been necrosis of 
the larynx, presumably syphilitic. The penis and bladder were re- 
moved intact, save by the displacement of the skin, and on examina- 
tion the urethra was found 10 admit, through its whole length, a bougie 
of twenty-five millimetres circumference. 

Upon examination of ihe preparation when slit up along the floor 
of the urethra, there appears, a little more than two centimetres from 
the meatus, and upon the right side of the roof of the canal, a 
smooth, flexible, and elastic, but perhaps cicatricial, surface, about 
eight millimetres in length by four millimetres in breadth, slightly 
de)>ressed below the level of the general surface. This I lake lo be 

I Ihe remains of the fossa navicularis, .ind the closed entrance of the 
false passage encountered at the first operation {tee Fig,, A). Six 

I and one-half centimetres from Ihe meatus, and nearly in the median 

, line of the urethral roof, there is a small bridle of soft and elastic 
tissue, covering in a false passage of two millimetres in length (B). 
Two centimetres posterior to this, in the median line of the roof of the 
canal, is a small, irregular, but soft and distensible cicalrix, about five 
millimetres in length by two millimetres in breadth (C), while ex- 
tending backward from a point on the urethral floor, opi)osile to that 
just mentioned, is a fine linear cicatrix of about one and one-half 
centimetre in length {D). I believe these cicatrices to have been 
the result — the former of divulsion, the latter of internal urethrot- 
omy. At the bulbo-membranous junction, there is an oval depres- 
non (E), covered with a smooth, elastic, soft membrane, which I take 
lo have been the location of the urethral mouth of the sinus which 
formerly existed, the more as a probe, passed Irom behind forward 
npon this depression, enters a sac of two millimetres in depth, at the 
anterior extremity of the surface alluded to. There is also in the 
membranous portion a false passage of five millimetres in length, the 
bridge of tissue which covers it being yielding and soft. 

Most careful examination of the specimen, while fresh, failed to 
discover the slightest pathological constriction at any point, while 
either thickening nor induration could be delected by most pains- 

' taking search. The points alluded to above as presumably occupied 
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by cicatricial tissue were only distinguishable as such by their 
superior smoothness, and the apparent absence of glandular struc- 
ture when examined in situ under a low power. At the former loca- 
tion of the bulbar stricture I was entirely unable to identify the 
scars either of the old external operation or of the later internal in- 
cision. The bridges of tissue constituting the false passages, B and 
F, seemed equally soft and elastic with the rest of the mucous mem- 
brane, and certainly did not in the least diminish the urethral cali- 
bre. I should say that the evidence as to external perineal urethrot- 
omy having been performed is solely the statement of the patient, as 
the asserted locality of the cicatrix of that operation was involved in 
opening of the perineal fistulae. I see, however, no reason to doubt 
that such an operation had been performed. 

The case, taken in all its bearings, seems to go far toward proving 
the permanent curability of urethral stricture, even under most un- 
favorable circumstances, providing that a free incision of the con- 
tractions is made, and kept open for a very short time. Considering 
the facts as above stated — a double, tight, cartilaginous stricture, ex- 
ceedingly resilient, as shown by the failure to divulge and by its 
speedy return after large distention, to which were added the trauma- 
tic complication of a previous perineal section, the bad general 
health and habits of the patient, together with the trifling amount of 
treatment given after the internal urethrotomy of December 20, 1875 
— it is evident that if, under such circumstances, so nearly perfect a 
result is to be attained by intelligent urethrotomy, the problem of the 
permanent cure of stricture may be deemed as solved. 

Lest it may be suggested that the contractions in this case may 
have been the supposititious syphilitic stricture, I would state that 
the stricture and fistulae antedated the syphilitic contagion by several 
years, and that consequently the anti-syphilitic treatment which the 
patient received could hardly be thought to have in any way affected 
the urethral constriction. 

Yokohama, Japan, Aprils 1879. - 
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ilbfcess, prostatic, 99. 
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Chronic gonorrhoea, 9. 
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" " treatment of, 7. 

Civiale's views, 304. 
Compressor, Smith's, 381. 
Conclusions, 331. 
Coulson, Mr. views of, 135. 
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Curvature of penis. 99. 390. 
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Deep Stricture, 309. 

" urethra, applications to, 19. 
Diagonal dilating urethrotome, 390. 
Dilatation, 81, qj. 193. 
Dilating urethrotome, 35, 378, 309. 
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do do Gouley's 50. 
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Dilating urethrotomy, 39, 343, 348. 
Diphtheritic deposit, 100. 
Dittel on follicular ulceration, 398. 



Division of meatus, tSa. 

DivulsioD, 31. 

Divulsor, Voillemier*!, 31. 

Endoscope, 15, 53. 

Fever, urethral, 98, 387. 
Fistula, perineal, 134. 
Follicular ulceration, 398. 
Fossa navicularis, 155, 177, 337, 343. 

Gleet, Dr. Sands on, 145. 

do. pathology of, 131. 

do. relations to Stricture, 33, 47, 75, 131, 134, 
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Gouley*s dilating urethrotome, 50. 
Granular urethritis, 143. 
Granulations, locality of, 15. 
Gross, Dr. views of, 343. 

Hill, Mr. Berkeley, views of, 13. 86, 314. 
Hemorrhage, 97, 381. 

Impermeable Stricture, 313. 
Incipient Stricture, 314. 
Incision of meatus, 183. 
Incurvation of penis, 99, 390W 
Infiltration of urine, 396. 
Instruments, incapacity of, 33. 

Keyes, Dr. views of, 199. 

Locality of granulations, 13. 
do of Stricture, 97. 

Mastin, Dr. C. II. views of, 148. 
Meatoscope, 16. 

do short, t8. 
Meatus urinarius, 58, 95, 178, 18a, aat. 
Memoir to French Academy, 376. 
Multiple Suictures, 41, 55, 63, 68. 



Normal calibre of urethra, 33, 73, 97, 183, 
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Operating^ mode of, 377. 

Pathology of gleet, X3x. 
Pease, Dr. R. W. 

on dilating urethrotomy, 356. 
table of results, 063. 
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Stricture, small calibre, 307, 3x3. 

** spasmodic, 303. 
Stricture-tissue. 91. 
Stricture, traumatic, X37, 199. 
Sjrringe, deep urethral, X9. 
Syringe nozzle, 9. 

Teevan, Mr. case of, X37. 

Thompson, Sir Henry, views of, 69, 144, xts, 

x83, 235. 
Tourniquet, perineal, 985. 
Treatment of chronic urethral discharges, 7 

Ulceration, follicular, 398. 
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do. individuality of, 95. 
do. relation to penis, 89, x88, 34X. 
do. Sir H. Thompson on nature of, 395. 
Urethral casts, 157, 174. 
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do. fever, 98,387. 
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do. mode of using, 187. 
Urethritis, 100. 
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Urethrotome, bulbous, 286. 

do dilating, 35, 333, 378, 309. 
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do do diagonal, 390. 
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do external and internal, 60. 
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Virchow on normal urethral secretion, 4. 
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